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1. GENERAL 


1.01 This BSRS provides a numerical checking list of available 

Bell System Repair Specifications which have been covered in 
BSRS Lists320 through328 prepared by the Indiana Publication Center. 
It is the intent that BSRS Lists issued subsequent to List 328 are to 
be considered as supplementary to this checking list until it is 
reissued. It is the plan to reissue this checking list semiannually. 

1.02 The "Issue" column of this checking list indicates the authorized 
issue of BSRS Page 1 Indexes. Since BSRS's do not have an issue 
number for the entire document due to the method of revision whereby 
individual pages and drawings are reissued, the issue of the BSRS 
Page 1 Index is used for reference and record purposes. 

1.03 Changes and additions are indicated by asterisks (*) in the left- 
hand margin. 
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GENERAL 

SCCPE ANC PLAN FOR ISSUANCE CF BELL SYSTEM REPAIR SPECIFICATIONS 
ALPHABETICAL INDEX - ALL DIVISIONS 
CHECKIN!-, LIST 

UNIFORM COLOR PLAN - PRCOLCT CONVERSION - GROUP 2 
RECOVERY REQUIREMENTS 

STATICN AND OUTSIDE PLANT APPARATUS AND EQUIPMENT - GENERAL REQUIREMENTS 
CIRCUIT PACKS AND PRINTED WIRING BOARD ASSEMBLIES - GENERAL REQUIREMENTS 
TELEPHONE SETS - GENERAL REQUIREMENTS 

COIN COLLECTORS AND CCIN TELEPHONE SETS - GENERAL REQUIREMENTS 
APPEARANCE STANDARDS - STATICN APPARATUS - GENERAL REQUIREMENTS 
STATICN APPARATUS - APPLICATION CF CORROSION INHIBITOR 
STATICN PLLSS -274 AND 233 TYPE - CORDING 
TELEPHONE SETS - 592 TYPE - CONNECTIONS ANC CCRCING 
MULTISLDT COIN COLLECTCRS - CONNECTIONS 

SUBSCRIBER SETS - PLASTIC CCVER BELL BOXES - CCMMCN EATTERY ANC MAGNETO 
RIGGERS - E TYPE 
RINGERS - E TYPE 

SUBSCRIBER SOTS - 592 TYPE - RECOVERY REQUIREMENTS 
RECEIVERS - 731 AND 732 TYPES 

SUBSCRIBER SETS - 665, 656, 687, 6B8, 69J, 696, 169J, ANC 2690 - TYPES 

SUBSCRIBER SETS-699 AND 691 TYPES 

S1A RINSER 

6 9 BA SUBSCRIBER SET 

HAND TELEPHONE SETS - HANGING TYPE 

TELEPHONE SETS - 3C2, ’C3, 304, 3C5, 3C6, 3C7, AND 3C9 TYPES 

TELEPHONE SETS 500,501,502,503,510,51 I,513,514,515,529,15JJ,i532,1510,1511,1514,1515,2500,2532,2504,251 
3,2511,2614,2515 AND 35C4 - TYPE RECOVERY REQUIREMENTS 
TELEPHONE SET - 2’1A 

HAND TELEPHONE SETS ANC TELEPHONE SETS - MODIFIED AND RAFIC RECOVERY 
TELEPHONE SETS - 59? TYPE - RECOVERY REQUIREMENTS 

MUL TI BUT TON K r Y TELEPHONE SETS - 500, i5C0, 25C0, ANC 35C0 SERIES - RECOVERY REQUIREMENTS 
TELEPHONE SETS - 532, 533, 535, AND 536 TY PES 
T EL C PHONE SETS, 5 54,555 , r 56,557 5 5B,ANC 559 TYPES 

TELEPHONE SETS 6C0,1fcOC,260C AND 3600 SERIES (CALL CIKECTCRSl- RECOVERY REQUIREMENTS 
TELc-PHCNE SETS - PRINCESS (R) TY FES - RECOVERY REQUIREMENTS 

TELEPHONE CONSOLES, SELECTOR CONSOLES, 12-14 TYP.E APPARATUS UNITS ANC 600 SERIES TEL'PHUNE SETS ATTENDA 
NT CONSOLES - RECOVERY REQUIREMENTS 

TELEPHONE SETS - 63C-, loCC-. 2600-, ANC 36CC- TYPES CARC CIALERS, RECOVERY RE CO I <' E u r N T S 

PAN El -TYPE TEIFPHONF SETS - RECOVERY REQUIREMENTS 

TELEPHONE SETS -TOUCH TCNE WALL TYPE - RECOVERY RECU I«EMENTS 

TELEPHONE SETS - TRIMLINE (R) - RECOVERY REQUIREMENTS 

TELEPHONE SETS - 1471 TYPE - (CALL-A-MAT IC) 

5 BlA TELEPHONE S r T EASE G F-56659 G E-56660 TELEPHONE SET- RECOVERY REQUIREMENTS 
TELEPHONE SETS-A NT I CUE-MCDIFICATICN ANC RECOVERY REQUIREMENTS 
TELEPHONE C1NSCLES-14 AND 15 TYPFS-RECOVERY REQUIREMENTS 
Tf'L = PHONE SETS-2671 TYFE- RECOVERY REQUIREMENTS 

TELEPHONE SETS - MULTI-BLTTCN MCDULAR KEY TYPES -8u3 G 2333 TYPES 
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RECOVERY REQUIREMENTS (C C NT » 

TELEPHONE SET BASES - 5C3, 554, 732, 250C, 2554, AND 2702 TYPES ANC TELEPHONE BASES 

TELEPHONE SET BASES 526A.B 6 2526B TYPES,526A HOUSING 0 !3A,E 0 C TYPE FACE PLATES 

COIN COLLECTORS - MILTI-SLCT TYPES 

COIN COLLECTORS -MULTISLOT TYPES - IN COLOR 

COIN TELEPHONE SETS SINGLE-SLCT TYPE 

COIN COLLECTORS - MULTISLCT PANEL TYPES 

TELEPHONE SETS TRIMLINF HOSPITAL TYPE RECOVERY RECUIREMENTS 

HANDSETS - F - TYPF 

H4N0SETS - Gl, G 3, ANC G5 TYFES 

TRANSMITTERS - 656A TYPE 

RINGFRS AND GONGS - NUMBERED TYPES 

RINGFRS-HTYPE 

RINGFRS - C, H AND J TYPES 
RINGFPS-C TYPE 

.RINGERS - G, M, N, ANC T TYPES ANC 9-TYPE eUZZERS 
RINSERS - P TYPE 

NETWORKS 4 2 5, 495 , 498, 854, 661 , 4010 ANC 4044 TYPES 
EQUALIZER - J11A 
STATION CORDS 
ClALS-40 AND 41 TYPES 

DIALS - 21 TYPE - RECOVERY RECUIREMENTS 
CIALS 22-, 25-, 35ILCI-, AND 66-TYPE 
DIALS-26.36.AND 67 TYPFS RFCCVERY REQUIREMENTS 
EILTFRS - RADIO FREQUENCY SUPPRESSION TYPE 
DIALS to, 7, 3, 9, 10, AND 11 TYPES 
DIALS-10C8,1025,1035,1036 AND 1066 TYPE 
DIALS - 51 TYPE 
DIALS - 3 J AND 82 TYPE 

DIALS 3 73 A NO F-58553-TYPF RECOVERY REQUIREMENTS 
CIALS - 3 5 A 3 3 A - AND F5E566- TYFES 

DIAL AND NETWORK ASSEMBLY - P-90D220 - RECOVERY REQUIREMENTS 
KEYS - 559, 560, 574, 584, 612, 631, 637, 638, 642 ANC 644 
KEYS-588,589,626,636,ANC 641 TYPES 

KEYS 593, 599, 618, 619, 620, 623, 633, 645, 656 ANC 657 TYPES 
635, 647, 651 AND 652 TYPE KEYS 


C TV ISION 4C0 
401.001 
401.002 
401.003 
401.004 
401.0C6 

401.CC7 
401.009 
401.010 
401.011 
401.012 



- REPAIR REQUIREMENTS 

1 RELAYS - A ANC AB TYPES 

2 RELAYS - 3, C, G, AND J TYPE 

1 RELAYS - E. EA, F, H, M, R, AND T TYPES - RELAY CCVEPS - E AND R TYPES 

2 RELAYS - U, UA, Y, 271 AND 2B2 TYPES - RELAY CCVERS - U AND LA TYPES 

6 RELAYS - NO. 2C5A, FA, FB, FC, FD, FF, FG, FH, FJ, FK, FM, 215A, B, C, D, 

AND C16Cli3 (SPECIAL NUMBER 228A) CCNNECTING BLOCKS - 18 TYPE 
l RELAYS - 114, 124, 126, 174, AND 198 TYPES - RELAY COVERS IA ANC 2A 

1 RELAYS - NOS. 2C7A, 2078, AND 213A 

l RELAYS - 2C8 ANC 214 TYPES - RELAY CCVERS - 2C8 

1 RELAYS - 121, 122, 125, 149, 162, 178, AND 179 TYPES 

2 RELAYS - 221, 222. 223, 224, 2 25, 247, 248, 251, AND 252 TYPES 
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R'PAIR REQUIREMENTS (CCNTI 

RELAYS - 2 9 0 TYPE 
R rlAYS - ?99, 2 5 C» AND 293 TYPES 
RFLAYS - 156 TYPE 
RELAYS - GENERAL RECUIRFMFNTS 
N1. 49 JACKS AND ASSOCIATFC JACK MOUNTING 
NOS. 92 AND 292 JACKS AND ASSGCIATEC JACK MOUNTINGS 

JACKS - NCS. 137, 138, 141, 275, 295, 308, 347, 362, 365 AND 378 JACK MOUNTINGS NLS. 109, llj, 112, 11 

5. 116, 131, 136, 137, 1?C, 181, 217, AND 232 

KEYS 41U, A1AF , A1AW, 41AY, B1C, H1B8, BlBU.PlCJ, filCL, B.CW, rtlCW, BIGC, B1GU, H1HA , B1JC, BlJH, 

GILO, B24 , 3 2 J, AND B20A KEY UNITS 2A, 28, 2F, 2G, 2N, 2U, 2AJ, 2DC, 2DE, 2GR, .? HA, ?HP, 2HS, 2HT, 2K 

W, 2 PL . 2SH, 2 TO, 2 ACP, 2ADR, 2 ACS, 2AEK, 2AEM, 2 A E Y, 2AGH, 2AHM, 2 A JS, 2 ALG, 2ARC , ?A,B,G, ANC 5K FRAM 

E AND LEVER ASSEMBLIES 

KFYS 614,615,646,AND 649 TYPF 

SWITCHBOARD CORDS 

CORD RFFLS - KS-14975 AND KS-16124.2A, 26, 3A, ANC 3B 

KS-6C47 WIRE RFFLS 

CCRD REELS 2A, 2B, 3A ANC ?B 

PLUGS - NOS. 1C9 AND 3C9 

PLUGS - 11C ANC 31C 

PLUGS - 32, 37, 47, 347, AND 378 TYPES 
PLUGS - 1 37 , 289 , AND 324 TYPF S 

SEQUENCE SWITCH 'A* CAM ROLLER AND SPRING ASSEMBLY 

STEP-BY-STEP SYSTEMS WIRFD ASSEMBLIES WITH 197 ANC 198 TYPE SWITCHES 
STEP-BY-STEP SYSTEMS - SWITCH BANK MULTIPLE ASSEMBLES 
PANEL SELECTOR COMMUTATORS 
BRUSHES - 11, 12, 13 ANC 15 TYPES 
TO 11 TYPE CLUTCHES 
PANEL RACKS 

RFPEATING COILS 27, 4fc, 75, 77, 91, 93, 94, 1J1, 1 j2, 107, 111, 119, 12C, 123, 152, 173.AND 174 TYPES 
63 AND 1919 - INDUCTION COILS 
CHOKE COILS - KS-1358C 

CHGKF COILS - KS-13581, KS-13582 AND KS-13597 
CAPACITORS - 137, 139, 141, 371, 437, 439 ANC 441 TYPES 
NETWORKS - 177, 184, AND 1E5 TYPES 
ELECTRON TU8ES 

RECTIFIER - KS-15894 L2, L3 AND L4 

AMPLIFIERS - 142 TYPE 

AMPLIFIERS - 143 TYPE 

AMPLIFIERS - KS-166C8, LIST 1 

AMPLIFIER - KS-16575, LIST l 

AMPLIFIER - KS-16610, LIST 1 

AMPL IFIER KS-166C7, LIST 1 

AMPLIFIER KS-16547, LIST 1 

AMPLIFIER - KS-16617, LIST 1 

KS-16740 ANO ALTEC $-17 AMPLIFIER SYSTEMS 

AMPLIFIERS ANC POWER SUPPLY - KS 16831 TYPE 

AMPLIFIER TYPE KS-19328 

AMPLIFIER - KS-19219 TYPE 
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REPAIR REQUIREMENTS (CCNTI 

EQUALIZER - KS-16816 TYPE 

TYPE Nl CARRIER (J987C7(-LOW-HIGH ANC HIGH-LCW REPEATER UNITS 

TYPE Nl CARRIER t J <5 8 7 0 5 > - HIGH GROUP TRANSMITTER ANC RECEIVER UNITS 

TYPE Nl CARRIER! J98703) L C H GROUP TRANSMITTER AND RECEIVER UMTS 

Nl CARRIER!J987031-CHANNEL UNITS 

L3CARRIER-AMPLIFIERS 

AMPLIFIERS - 124 TYPE 

NI1 CARRIER IJSF703) - PROGRAM REVERSING CHANNEL UNITS 

DEVIATION REGULATOR J98703AD CCNTRCL UNIT AND J98703AE AMPLIFIER UNIT 

01 CARRIER! J9F7C5)-CHANNEL UNITS 

Cl CARRIER TELEPHONE TWIN CHANNEL CARRIER UNIT 

Cl CARRIER TELEPHONE - GROUP TRANSMITTING UNITS 

C). AND JU CARRIER TELEPHONE - GFCUF RECEIVING AND R E PE A T t R-AMPL I F I ER UNITS 
11 CARRIER TcLFPHONE-GPPUP CSCILLATCR UNIT 

Cl AND C\ll CARRIER TELEPHONE - REPEATER CSCILLATCR ANC MISCELLANEOUS - OSCILLATOR UNITS 
LX CARRIER AMPLIFIERS 

I-TYPE SIGNALING UMTS - (J9P613, J98618, ANC J7C144) 

CARRIER - TYPE FILTERS 

w LEAD PLLSE CORRECTOR - !EC-99791 -30) 

JN CARRIER (J 9 E 7 JfeI - PEPEATCR UNITS 

CN CARRIER ( J 9 F 7 06) - RECFIVING AMPLIFIER AND CEMCCULATOR ANC TRANSMITTING AMPLIFIER ANC MODULATOR UNIT 
S 

FREQUENCY SUPPLY UNITS - J987J3BR ANC J98703BC 

ON /K CARRIER (J987C9) - RECEIVING AND TRANSMITTING AMPLIFIER UMTS 
CN/K CA.RRI = R (J987C9) - ADJUSTABLE DEVIATION FCUALIZER UMTS 
A 6 CHANNEL RANK EQUIP W FNT-J68853A MCCEM UNIT 

SECONDARY GROUP AMPLIFIER AM) DISTRIBUTICN MOGUL F EC-50105-31 - CONSISTING OF 230A AMPLIFIER AND CISTRI 

JLTINIG BUS E r )-5C1C5-3C 

L-MUl TIPLtX - 2 ? 2A AMPLIFIER 

L-MUITIPLEX - 23iA,231H*23iC,?31D»231E»23IF* S 231P AMPLIFIERS 
L-MUlTIPLEX-iP COUNTER 

244B SWITCH - (CONTAINING 247B ANC 248B SWITCHES) 

2ioC SWITCH - (CONTAINS 247C ANC 24BC SWITCHES) 

346A SWITCH (CONTAINS 747A ANC 248A SWITCHES) 

'•.-TYPE COUNTERS - 4A, 4B, 4C 
2 c 4A SWITCH 
H) CIRCUIT PACK 
H 2 CIRCUIT PACK 
25 3 A SWITCH 
2 5 SWITCH 

J 6 a 64 7 VOICE-FREQUENCY AMPLIFIERS 
El, r2• AND E 3 TELEPHONE REPEATERS 
TELEPHONE REPEATER ( J9 9 2 5 ? ) 

LENKURT 45-CLASS CARRIER - 4501 CHANNEL UNITS 

LENKURT ,5-CLASS CARRIER - 4502 PREGRCUP UMTS 

LENKURT i5-CLASS CARRIER - 450fc BASE GROUP UMTS 

LENKURT 45-CLASS CARRIER - 4507 LINE GROUP UMTS 

LENKURT 45-CLASS CARRIER - 4508 CHANNEL CARRIER SUPPLY UMTS 


esRS 

NUMBER issue 

DIVISION 400 - REPAIR REQUIREMENTS (CCNT» 

4M.3M 2 LENKURT 45-CLASS CARRIER - A511 MASTER OSCILLATCR UNITS 

Ml.31? 2 LENKURT 45-CLASS CARRIFR - 4513 LINE GRCUP UNIT 

411.31’ 2 LENKURT 45-CLASS CARRIER - 4514 FREGROUP CXR SUPPLY UMTS 

Ml.’14 2 LENKURT 45-CLASS CARRIER - 4520 SYNCHRONIZING UNIT 

411.315 2 LENKURT 45-CLASS CARRIER - 4521 EASE GROUP UMTS 

411.’IE 1 LENKURT 45-CLASS CARRIER - 4558 DIRECTIONAL FILTER UNITS 

411.317 i LENKURT 45-CLASS CARRIER - 4559 TRANSMITTER UMTS 

411.310 2 LENKURT 45-CLASS CARRIER - 4560 CARRIER SUPPLY UMTS 

411.319 l LcNKLRT 45-CLASS CARRIER - 4561 RECEIVING UNITS 

411.321 2 LENKURT 45-CLASS CARRIER - 5C90 COMPANDOR UMTS 

Ml. 37? 7 AMPLIFIERS - 22 7A, B, ANO C 

411.320 o LENKURT 45-CLASS CARRIER - 45C9 AUXILIARY ALARM UNIT 

411.024 1 LENKURT 45-CLASS CARRIER - 45c3 REPEATER MOUNTING ADAPTER UNITS 

41 1.325 1 LENKURT -.5-CLASS CARRIER - 4537 GROUP AMPLIFIER UNITS 

41 1 . 326 1 N 3 CARRIFR-J553CCAY CHANNEL MODEM UNIT 

411.035 \ N 2 CARRIER J9S272 BY CHANNEL MCCEM UNIT 

* 411.34) 6 N2 REPEATERS - J99321AA AND J5S321AB 

Ml. 34! 5 N2 LINE TERMINATING UN I TS-(J99272M,J99272BM AND J99272BW) 

411.342 4 N2 CARRIER TELEPHCNE ALARM UMTS - (J99272L AND J99272BL) 

411.343 5 TYPE N2 CARRIER (J99272) - LCW GROUP TRANSMITTER AND RECEIVER UNITS 

411.344 4 TYPE N2 CARRIER (J99272I - HIGH GROUP TRANSMITTER AND RECEIVER UNITS 

41 1.345 5 N 2 CARRIER TtLFPHONE CHANNEL MCDEM UNITS - (J99272F, J99272AG. AN0J95272BF) 

41 1.346 H N2 CARRIER TELEPHONE COMPANDOR UN ITS(99272E,J99272 AF AND J59272BE) 

411.347 1 N2 POWER SUPPLY CIRCUIT - IJB7216AI 

41 1.348 3 N2 CARRIER - VOICE FREQUENCY' AMPLIFIER UMTS - J99272AA, J99272BA ANC J99272BD 

411.349 1 N2 CARRIER GROUP ALARM SIGNAL RECEIVER - (J99272AR) 

M’»350 3 TYPE N 2 CARRIER (J99272) - N 2 WM 1 WIDE-eAND MODEMS - TRANSMITTING AND RECEIVING UNITS 

411.351 1 N2 AND N3 CARRIER TELEPHCNE - RESTORAL OSCILLATCR - (J99272ATI 

411.352 2 N 1 ANC ON CARRIER - (J5e703BEI - ADJUSTAELE CEVIATICN EQUALIZER 

411.353 3 N2 CARRIER - ALARM AND RESTCRAL UNITS - J99272AW 

411.358 1 N2 CARRIER-J95272BL CHANNEL MCCEM UNIT 

411.363 5 T1 CARRIER 401SA NETWORK-MASTER CLOCK ANC FRAMING GENERATOR 

411.361 7 T1 CARRIER- 4C19B NETWCRK-CCNVERTER 6 COMMCN SIGNALING-TRANSMITTING 

* 411.36? 7 T1 CARRIER - 4019C NETWORKS - ENCODER DRIVE NETWORKS 

411.363 7 Tl CARRISR-4019C.4C19BD NETWORK 

* 411.364 9 Tl CARRIER 4015E, F, J AND K NETWORKS 

411.365 5 Tl CARRIER-4015G NETWORKS FRAMING DETECTOR 

411.366 7 Tl CAPRIER-4019H AND 4C19BH NETWCRKS-0IGIT PULSE GENERATOR 

* 41 1.368 5 Ti CAPR IER-4015L NETWCRKS-CHANNEL GATE AND FILTER RECEIVING 

* 411.369 5 Tl CARRIER - 4019M NETWORK - CONVERTER AND CCMMCN SIGNALING- RECEIVING 

411.373 3 Tl CARRIER - 4019N AND AB NETWORKS - 2KC CCCE GENERATOR ANO CETECTCR 

411.371 3 Ti CARRIER - 4019P NETWORKS - TROUBLE LOCATING CIRCLIT 

411.37? 4 Tl CARRIER - 4C19R NETWORKS - PAM OETECTCR 

411.373 3 Tl CARRIER - 4Q19U NETWORK - 1-KC REJECTION FILTER 

411.374 5 Tl CARRIER - 4C2CA NETWORK - COMPRESSOR 

411.375 6 Tl CARRIER - 4C20B NETWORK, EXPANCCR AND EXPANDCR OVEN 

411.376 7 Tl CARRIER-4320C NETWORKS-ENCODER 

411.377 11 Tl CARRIER - 4C20D NETWORK CECCCER 
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DIVISION «CC - REPAIR REQUIREMENTS (CCNT) 

411.178 6 T1 CARRIER - JS6711G - CHANNEL UNIT 

411.37P i T1 CARRIER - J96711S AND U - FOREIGN EXCHANGE CHANNEL UNITS 

411.382 3 T1 CARRIER - 2C6 TYPE REPEATERS 

411.383 i T1 CARRIER - J9671CB CONTROL LNITS 

411.384 6 T1 CARRIER - J9E711N-1 - ALARM LNITS 

411.365 0 T1 CARRIER - 2C1 TYPE REPEATERS 

411.366 6 T1 CARRIER - POWER SUPPLY - J66498A S B 

411.387 3 T1 CARRIER - JS6711AD - CHANNEL LNITS 

411.3R8 4 T1 CARRIER - 2C5 TYPE RFPEATERS ANC 4037 TYPE NETWORKS 

41 1.390 2 E 7 TELEPHONE REPEATER - (J59271A) 

411.301 1 Hi DATA CARRIER TERMINAL UNIT (J7C.52AB AND J7C152BBI (PLUG INBOARDS ONLY! ANC POWER SUPPLY 

(J872C4 ) 

41 1.302 1. 81 DATA CARRIER TERMINAL - CARRIER SUPPLY UNIT - (J7C152AA AND J7C1528A1 - (PLUG IN eCARCS CNLY1 

411.306 2 AMPLIFIERS 44 7A ANC B ALTEC-LANSING 

411.390 1 VOICE FREQUENCY MAINTENANCE CONNECTOR J96621AA L(1ANC2)A 

4)1.401 7 (.-MULTIPLEX - 2 2 8A» 22eD, 228J AND 228K AMPLIFIERS 

411.40? 9 L-MLLTIPLEX-AMPLIFIERS-2298 ANC 229C 

411.403 8 L-MLLTIPLcX - AMPLIFIERS - 234A ANC 234R 

411.405 7 AMPLIFIER - 239 TYPE -L-MULTIPLEX 

411.4C7 8 L-MLLTIPLEX - J68P58AM-1 AND J68858AM-? B-2C - RECEIVING GROUP REGULATED AMPLIFIER 

411.40 5 SIJPERGR1UP DRIVE AM PL I F IE R-ED-5 J 111-30 

411.411 7 L-MULTIPLEX - ED-5C129-31 AND EC-5C129-32 - EARMCNIC GENERATOR 

411.41^ 6 EU-dCI 34-32 £ EC-501’4-32 64 OR 92KC STABILIZER f. AUTOMATIC SWITCH CONTROL SUBASSEMBLY 

411.414 4 AMPLIFIERS - 226 TYPF 

411.415 3 N 3 CARPIER-J993C0AA COMPANDOR LNITS 

4)1.416 i N3 CARRIER - J9930CAR CHANNEL MCCEM UNITS 

411.4)3 2 NT CARRIER TELEPHONE SYSTEM-DCL PLE CHANNEL RECULATOR-(J993C0 AC) 

411.418 2 N3 CARRIER - J9930C AD CHANNFL GROUP MODEM UMTS 

411.410 1. N 3 CARRIER TELEPHONE SYSTEM - FREQUENCY CCRRECTICN UNIT - J993C0AE 

4) I . 4 ? C 2 TYPE N J CAPRI ( J9930C l-HIGH GROUP TRANSMITTER ANC RECEIVER UNITS 

811.421 2 TY3f N 3 CARRIER! J993CCI-LCW GROUP TRANSMITTER AND RFCEIVER UMTS 

All.4?? 3 N3 CARRIER - J993JCAK ALARM ANC RESTQRAL UMTS 

411.a?’ 3 N 3 CARRIER TFLFPHCNE SYSTEM-LINE TERMINATING UN IT(J99300AL Z J993C0AT) 

4 ’ ' .434 1 NT CARRIER TELEPHONE SYSTEM - 6-KHZ GENERATOR - J993CCBA 

451.425 ? NT CARRIER TELEPHONE SYSTEM -DUAL AMPLIFIER UNIT - J C 9TDC0C 

4 1 ? .4 26 ? N 3 CARRIER TlLEPHONE SYSTEM - DCL3LER-A mrl I F I ER UNIT - J9930CBE 

41 1.427 1 N3 POWER SUPPLY UNIT (J6 7245A) 

411.4?a 6 NT CARRIER - 6 5 4 A THRU 654M,654 A A,THRU 654AM e 6 5 9 A THRU t 59 F -FILTERS 

411.470 2 \! CARRIER - JSSJCCAM VF AMPLIFIER UNITS 

411.413 1 NETWORKS - 349 TYPE 

411.434 3 NETWORKS -637 -TYPF 

411.436 3 E D-5 01 ’ 5-3 J STABILI7ER SWITCH ANC ALARM CIRCUIT - L-MULTIPLEX 

4)1.44-) 3 G1 C IRCU I T PACK 

411.441 3 02 CIRCUIT PACK 

411.443 , c JfcPR c 6AP-i,LIST 1,3,4 6 J6RB58AP-2 C-2C RECEIVING SUPERGROUP REGULATED AMPLIFIER -L-MULTIPLEX 

41 1.44 3 1 F- c 4 ? 5c THROUGH H-542 64 SUPERGROUP - DEMODULATOR NETWORKS 

41 1.444 ] F - 5 4 6 5 4 THROUGH F-54662 SUPERGROUP - DEMODULATOR NETWORKS 

411.445 1 F 452=4 THROUGH F 55257 SUPERGROUP DEMODULATOR NETWORKS ANC F 55256 THROUGH F 55?Hi SUPFRGROUP MCOLLATC 

R NETWORKS 
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411.446 

3 

J6885EAC SUPERGROUP MODULATOR CR DEMODULATOR, CARRIER FILTER £ BANCPASS FILTER MODLLPS 

* 411.447 

6 

L- M UL TIPLEX - ED-5C113-30 DISTRIBUTION AMPLIFIER 

41t. 448 

3 

F0-50233-33 GROUP PILOT INSERTION MCCULE-GPCUPS 1,2 £ 4 THROUGH 8 -L-MULIPLEX 

411.449 

3 

FC-5C1C7 GROUP PILCT INSERTION MCCLLES-GPOUPS 1 THRL 7 

411.451 

c 

L-MUL T lPL EX - ED-50142-31 AND E0-50142-32 - 12KH2 DRIVE AMPLIFIER 

411.451 

1 

ED-501CS-35, -36. -38. -4C. ANC -43 SUPERGROUP CARRIER - SUPPLY MOCULATCRS 

411.463 

2 

2 A ANO 3A ECHO SUPPRESSCR-CIRCLIT ECARCS(J68878 AND J68681) 

41 1.476 

6 

4-WIRF TERMINATING SET-TYPE 1 

411.477 

3 

ECUAL IZERS-359-TYPE 

411.478 

2 

J68818 - TONE IDENTIFICATION AND BALANCING UNIT - L2 CARRIER SYSTEM (PEARL) - INCLUDING 62 TYPE CSCILLA 

TORS 

411.481 

3 

N3 CARRIER - JSS30CAS FREQUENCY CORRECTION UNIT 

411.4e7 

1 

TI DATA - 4C1S AK AND 4019 AL NETWORKS - DIGIT TIMING 1/8 RATE 

411.4«R 

l 

Tl DATA - 4 02 OF NETWORKS - RADIO VOLTAGE COMPARATOR 

411.491 

I 

TI DATA - 4015 AN AND 4019 AP NETWORKS - DIGIT TIMING SUPERGROUP RATE 

411.492 

1 

Tl OATA - 4C1SAR AND 4C19 AS NETWORKS - DIGIT TIMING GRUUP ANC SUPERGROUP RATES 

411.501 

5 

LIST4 CARRIER-J68877AA BASIC REPEATER LIST 1 AND LIST 2 

411.502 

5 

L4 CARRIER-J6E677AB REGULATING REPEATER 

411.525 

1 

6 eA OSCILLATOR -MAS TERGPCL F MULTIPLEX 

411.526 

1 

F0-5G695-33 CARRIER TRANSFERCIRCL IT - MASTERGROUP MULTIPLEX 

411.527 

1 

MASTFRGROUP MULTIPLEX ED 5C696-30 MANUAL TRANSFER INHIBIT CIRCUIT 

411.528 

5 

MASTERGROLP MLLTIPLEX - 9A,B,C,D,E, ANC F MOCULATCRS 

411.529 

2 

MCDULATORS 10A AND 10B 

411.530 

. 5 

L4 CARRIER - 248A AND 248C AMPLIFIERS 

411.531 

4 

L4 CARRIER-J6EE77AM-1.LIST1 REGULATING REPEATER 

411.532 

2 

L4 CARRIER - J 68 877AN REGULATING REPEATER 

411.534 

2 

L4 CARRIER - J6BE77A P A ECLALIZER UNIT 

411.537 

2 

AMPLIFIER - 2 57A 257B TYPE - L4 CARRIER 

411.538 

1 

L4 CARRIER - J66877AD A EQUALIZER UNIT 

411.539 

3 

MASTERGROUP MULTIPLEX - 261A AMPLIFIER 

411.551 

3 

FC-5011C-30 £ EC-5C110-34 HARMCNIC GENERATOR MCCULES L-MULTIFLEX 

411.552 

3 

ED-5C110-31 HARMONIC GENERATOR MCOULE-L-MULTIPLEX 

411.553 

3 

ED-5011C-22 HARMCNIC GENERATOR MCDULE-L-MULTIPLEX 

411.554 

3 

L-MULTIPLEX - 23 CA AMPLIFIER 

411.555 

3 

MASTERGROUP MULTIPLEX 266A THROUGH 266H AMPLIFIERS 

411.556 

2 

AMPLIFIER 262A THROUGH 262F ANO 262H-MASTERGRCUP MULTIPLEX 

411.557 

3 

AMPLIFIER 270A AND 272B MASTERGROUP MULTIPLEX 

411.558 

3 

AMPLIFIER 273A MASTERGROUP MULTIPLEX 

411.559 

3 

J68882AH MG2 TO 6 DEMODULA TCR-MA$TERGRCUP MULTIPLEX 

411.561 

1 

J68882AK REGULATOR ANC PILCT DETECTOR - MASTERGROUP MULTIPLEX 

411.562 

2 

J68882AF MG2 T06 MODULATOR-MASTERGROUP MULTIPLEX 

* 411.564 

5 

MASTFRGROUP MULTIPLEX - J688B2AG LISTS l AND 2 MG1 DEMODULATOR AND REGULATOR 

411.565 

2 

66 A- 66 S ANO 66 AA- 66 BA OSCILLATCRS-L4 CARRIER 

411.566 

1 

L4 CARRIER -688 AND 68 C OSCILLATORS 

411.567 

l 

COUNTERS - 2G. 2H, 2J AND 2K - L-MULTIPLEX 

411.568 

1 

70 TYPE OSCILLATORS - 7CA THROUGH 70K - L4 CARRIER 

411.571 

2 

L-MULTIPL6X-5S5B FILTER 

411.572 

• 

3 

< 

L-MULTIPLEX-555D FILTER 

A • • • • • 
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411.573 1 

411.574 2 

411.575 2 

411.57t 1 

411.577 1 

411.579 1 

411.580 2 

411.581 3 

* 411.582 3 

411.587 2 

41 1.584 2 

411.585 2 

411.5P8 1 

411.585 1 

411.550 2 

* 411.551 2 

411.55? ? 

* 41 1.557 2 

411.55H ^ 

411. C Q5 3 

411.601 2 

411.60? 1 

411.6C? 1 

411.6C K 1 

411.605 ? 

411.610 2 

411.611 7 

411.61? ? 

411.61? ? 

411.614 ? 


411.615 ? 

411.660 1 

411.661 ? 

411.66? 1 

* 411 . 66 ’ ? 

* 411.664 ? 

411.665 i 

* 411.67? 1 

411.678 3 

411.675 2 

* 411.680 5 

411.681 2 


REPAIR RECUIREMENT S (CCNT) 

ED-5C657-30 MAJOR CARRIER ALARM - MASTERGROUP MULTIPLEX 
MASTERGROUP MULTIPLEX - ED-506C5-31 128 TO 512 KHZ MULTIPLIER ASSEMBLY 
MASTERGROUP MULTIPLEX - EC-50605-32 1024 TO 4C56 KHZ MULTIPLIER ASSEMBLY 
L4 C Afifi I £8-1 8 A MEMORY LMT 
L4 CARRIER - ISA MEMORY LMT 

(LMX) J68353H CHANNEL MODEM UNIT(A5 CHANNEL BANK EQUIPMENT! 

J6P877AC REGULATING REPEATER-L4 CARRIER 

MASTERGROUP MULTIPLEX - 266J ,266K , 266L AND 266M AMPLIFIERS 

L4 CARRIER - J68877AF-), LIST 1 THRU LIST 6 - TEST OSCILLATOR ANC LOGIC UNIT 
L4 CARP. IER-J66877AG COMMAND RECEIVER 

MASTERGROUP MULTIPLEX - EC-50605-3J 64KHZ ALARM AND AMPLIFIER 

MASTERGROUP MULTIPLEX - FC-506C5-33 8152 TC 16384KHZ MULTIPLIER ANC ALARM ASSEMBLY 
EC-5 C615-30 TRANSFER CONTROL CIRCUT - MASTERGROUP MULTIPLEX 
EC-50622-31 OSCILLATOR ALARM CIRCUIT - MASTERGROUP MULTIPLEX 

L~4 CARRIER-J66877AS-1.LIST l.LIST 2A G LIST 3 TEST CSCILATOR AND LOGIC UNIT 
MASTERGROUP MULTIPLEX - EC-50621-30 PILOT GENERATOR ALARM AMPLIFIER 
ED-5C62 2-30 PILOT ALARM SY STEM-MASTERGROUP MULTIPLEX 
4A ECHO SUPPRESSOR - CIRCUIT BCARCS - (J68514! 

E-TYPE EXTENDER UN IT-(JSe613DM ) 

L4 CAPRIcR-J6E877AB-2 LIST 7 REGULATING REPEATER 
CATV EUUIPMENT-JERROLO ELECTRONICS CORP.-•STARL INF• 

EIP SIGNALING UNIT!J58613CP) 

FIR SIGNALING UNIT!J58613CR) 

TRANSMISSION PATH CUT CIRCUITS - IEC-55574-3C ANC EC-55583-3CI 

DATA SYSTEMS CENTRAL OFFICE - WLR4 AND WLR5 WICEeANC LOOP REPEATERS J70171AC, J70171RA AMPLIFIERS 

DATA SYSTEMS CENTRAL OFFICE - WLR4 AND WLR5 WIDEBAND LOOP REPEATERS J70171AC GROUP PRFAMPLIFIEKS AND J7 

C171AP SUPER GROUP PREAMPL I F IEES 

DATA SYSTEMS CENTRAL OFFICE WLR4 6 WLK5 WIDEBAND LCCP REPEATERS 

DATA SYSTEMS CENTRAL OFFICE - WLR4 6 WLR5 W ICEPAND LCOP REPEATERS J7C171AG, LI GROUP CONTROL TESTS G J7 
Ji 7 iAT, LI SUPER GRUUP CCNTRCL TESTS 

DATA SYSTEMS CENTRAL OFFICE - WLR4 6 WLR5 WIDEBAND LCCP REPEATERS J7C171AR GROUP PILOT OSCILLATORS G J7 
C171AL SUPER GRCLP PILOT CSCILLATCRS 

DATA SYSTEMS CENTRAL OFFICE - WLR4 G WLR5 WICEeAND LCOP REPEATERS J7C171AJ-L1, L2 LOCAL POWER SELECTCRS 

J7C171AK-LL. L2 RFMCTE PCWER SELECTORS J7C171AW- LCCAL FCWEP SELECTCRS ANC J7jl 7 ]AY- o EMCTC POWER «ELE 

CTORS 

CATA SYSTEMS CENTRAL CFFICE - WLP4 6 WLR 5 WICEEANC LCCP REPEATERS J7C171AL ALARM 
FWA.FWH, G FUA SIGNALING UNTTS-(J59335WA,J59335WB,G J9R335UA1 

RYA ?6CC H7 TCNE SUPPLY AND TRANSFER CIRCUIT (J55335YA-1) - FYG CARRIER GROUP ALARM CONTROL CIRCUIT (J- 

5 5 3 3 5 Y G I 

F TYPE TEST EXTENCFR UM T ( J 5 5 3 3 5 T A-1 I 

FA A,FAe,FAC,FAC,FEA ,FBE,FBM,EGA, AND FIT A AUXILIARY SIGNALING UNIT (J59 7 35» 

F-TYPF AUXILIARY SIGNALING UMTS - (J99335CA, CA, DE) 

TYPE F AUXILIARY SIGNALING UMT-(J99335PA,LA,LP) 

FM4,FMB,FMC,FMC, AND FME AUXILIARY SIGNALING UMTS - (J99335 ) 

L4 CARR IER-J68E77AC-LIST 2 REGULATING REPEATER 
L4 CARR IFR-J6EE77AN-LIST 2 REGULATING REPEATEP 

L4 CARRIER - J6PF77AE, LIST 1, LIST 2 ANC LIST 2A MEMORY UNITS 
L4 CARRIER - J6F 877AR, LIST 1 G LIST 2 MEMORY UMTS 
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411.684 2 
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411.655 1 
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411.658 1 

* 41 1.704 1 

* 411.705 1 

* 411.706 1 

411.7C7 1 

* 411.7C5 1 

* 411.780 1 

* 4l1.7?1 l 

* 411.7?2 1 

412.101 2 

412.301 3 

412.3C2 2 

412.401 2 

413.501 7 

412.5C2 ? 

414.301 2 

415.101 l 

415.2C1 1 

415.202 l 

415.203 5 

415.302 2 

415.303 4 

415.401 2 

415.402 1 

415.403 3 

415.404 6 

415.4C5 1 

415.406 1 

415.4C7 1 

416.001 17 

416.002 2 

416.003 2 

416.004 1 

416.005 5 

416.006 1 

416.007 3 



REPAIR REQUIREMENTS CCCNT) 

14 CARRIER J6S877AB-2 LIST 0 REGULATING REPEATER 
L4 CARRIER J60677AC-1 LIST 3 REGULATING REPEATER 
L4 CAPRI£R-J6E€77AM-1»LI$T2-PEGULATING REPEATER 
L4 CARRIER J66E77AN-1 LIST 3 REGILATING REPEATER 
L4 CARRIER - 28A GATE 
L4 CARRIER - 6 0 A CONTROL LMT 

N3 CARRIER-OIST AMPLIFIER UNITS ANC REGULATING CIST AMP UNITS - J95300BF,G,H,J,K 

T1 CARRIER - CC TO DC CONVERTER - JB7331A 

VCICE CONTROLLED SWITCHES-234 TYPE 

AMPLIFIER - K S-20445» LIST l 

T1 CARRIER - JSe7HH - CHANNEL UNIT 

71 CARRIER - J5e711J - CHANNEL UNIT 

Tl CARRIER - J5E711K - CHANNEL UNIT 

T 1 CARRIER - JSe711L - CHANNEL UNIT 

T1 CARRIER - J56711AC - CHANNEL UNIT 

N2 REPEATER TO N1 ADAPTER - J55321K 

N2 REPEATER TC MA ADAPTER - J99321L 

N2 REPEATER LINE UNIT - J99321AE 

PROTECTOR MOUNTINGS - TYPES C50, C52. E50, E52, 68 A, AND 69A - ANDPRCTECTCRS-TYPFS 1.260A ANC 1265A 

HEAT CCIUS - 4C-7YPE, 75A ANC 76A 

HEAT CCILS - 74 TYPE 

7 A * 7T, 11C ANC 60-TYPE FLSES 

LAMPS 

LAMP CAPS 

LAMP SOCKET MOUNTINGS - 136 TYPE, NO. 137B, 236 TYPE, 275 TYPE AND NCS. 278B, 281A, 283A, 290A AND 251A 
LAMP SOCKETS - NOS. 12, 12B, 13, 41A, 43A, 47B, 45A, 50A, 51B, AND 53A 
ELFCTRIC CLOCKS - NOS. 1A, le ANC 1C 
CALCULAGRAPHS - MODEL 6 
CALCULAGRAPHS - MODEL 3C 
CALCLLAGRAPHS - KS-7765 - MCCEL 33 

1C- AND 13-TYPE MESSAGE REGISTERS - (PEG COUNT REGISTERS) 

14- ANC 15-TYPE MESSAGE REGISTERS 
AMA MCTOR CRIVE LNI7S 
ED-4CCC9-G1 TAPE REELERS 

ALTOMATIC MESSAGE ACCOUNTING - REAOERS KS-13S35, LISTS L, 2, 3, 4, 5, 6 , AND 7 
AMA TAPE REELS, BINS ANC RECEPTACLE 

KS-13802 PERFORATOR - CONVERSION CF LIST 1 TC LIST 2 

CONVERSION OF AMA PERFORATOR CABINET EQUIPPED - WITH OUTPUT TAPE BINS (ED-40028-011 TO CABINET EQUIPPED 
WITH OUTPUT TAPE REELS (EC-40025-01 ANO EC-26301-11) 

TRAFFIC L SAGE RECORDER CAMERA-KS14776 LISTS l ANC 2 
POWER PLANTS-NO 101G ANO 101J 

RINGING MACHINES - KS-5133,KS-5133-01,KS-5159,KS-5159-01,KS-5319,KS-5319-Cl,KS-5319-C2,KS-5319-03,KS-53 
19—04,KS-5352,KS-5510,KS-5546,KS-5659 G KS-15804-L1 

RINGING GENERATORS -KS-5523, KS-5585, KS-5553, KS-5756, KS-5815, KS-1552S AND KS-15670 

AC/OC DUPLEX MOTORS - KS-5C2C, KS-5021, ANC KS-5407 REPAIRED AC/OCDUPUEX MOTORS - KS-5440 
FREOLENCY GENERAT0RS-1C7 TYPE 
J072C2A, LIST 1 RECTIFIERS 
J86738A, LIST 1 POWER SLPPLY UNITS 
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2 
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2 
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3 
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2 
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3 

4 16.02* 

1 

416.024 

1 

416.C26 

2 

416.027 

1 

4l6.029 

1 

41 A. 0*0 

1 

416.071 

7 

416.0’? 

1 

416. 3’5 

1 

416.C’H 

1 

41 6•0’7 

1 

4 17.1 Cl 

6 

417.17? 

i 1 

417.10’ 

i 

417.104 

! 

41 1.201 

1 3 

417.20? 

H 

417.2C’ 

R 

417.’04 

1 1 

417.709 

1 1 

417.2C6 

l 1 

417.2*7 

1 2 

4]7.30? 


417. ’C’ 

8 

4 17.40? 

3 

417.403 

R 

4]7.4C4 


417.4J* 

8 
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1 
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3 
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1 
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? 
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2 
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REPAIR RECU IREMENT S (COM) 

J862E1A RECTIFIER 
KS-15668 RECTIFIER 

ENCLOSED LEAD-ACID TYPE STORAGE eATTERIES- KS5361, KS15577, KS15754 AND KS15886 
8C7D TONE POWER PLANT - FLUG-IN UNITS - IJ86825C, 0, E, AND C-) 

ISA POWER UNIT 

POWER UNITS - 19, 20, G 51 TYPE 
2 8 A POWER UNIT 

404A-G TONE GENERATORS - 1CA ANC 8 TONE MONITORS, ANC 174A INTERRUPTER 
J86815C. C, E, F, G, AND H FLUG-IN UMTS 
24-TYPF POWER UNIT 
23A POWER UNIT 

JS6834C»C«E G G PLUG IN UMTS 
fOWER UNITS - 29 AND 3C TYFE 

J67266F 2C-HZ INVERTER - FLUG-IN UMTS - (J87266F, G, ANC HI 
158 TYPE REGULATOR 
• 2 TYFE POWER LMT 
39A POWER UNIT 

J 8 729 7 A,3, ANC C - OC TC DC CONVERTER 
JF72FPA-CC TO DC CONVERTER REGULATOR 
RECT IF IER-J872 C5A.8 
POWFR PLANTS-(J8t485) 

POWER SUP’LY ANC RINGING AND TONE FOR PCCA FriX - J <E f: 3 5 A ANC B 
1 C1 A ANC ICIB-FRfcOLENCY GENERATOR 

I12A frequency gfneratcf 
P 8 X SWITCHED ARCS - 5C5 ANF 5C6 TYPES 
CORDLESS POX SWITCHBOARDS - 507 TYPE 
PRX SYSTEMS - NO 5 5 8A PBX 

P 3 X SYSTK«$-77CA PBX SYSTEMS ANC E CUIP^ENT 

PBX SWITCHPOAPCS - NO. 55CC.551.A, ANC 5518 

PBX SWITCH 30AP C S - NO. 55CSC 

PBX SWITCHBOARCS - *52 TYFE 

P^X SWITCHBOARDS - NO. 557A 

PBX <WITCHBOARCS - NT. 555 AND 556A 

D)X SWITCHBOARD - NC. 5*7R 

PBX SWITCHBOARDS - COR r TYFE (INCLUCING PLATE FORMS I-GENERAL REQUI REPENTS 
PBX SWITCHBOARDS - NO. 6G5A ANC 6C7 TYPFS 
R 8 > 5YSTFYS - 6 C 8 A PBX 
RwITCH FRAMES - 74C TYPF FPX 
P IX SYSTEMS NC. 7 * 5 A P?X 

S * ITCHING ,r CUlPRHNT - NC. 7C1A ANC 713A F8XS 
PBX SYSTEMS NC, 7 5 8 A PCX 
S*ITCHING EQUIPMENT, 7C1B ANC 711H PRXS 
PBX SYSTEM NJ.757A PPX 

?A AUTOMATIC CALL DISTRIBUTING SYSTEM - (EQUIPMENT CABINETS, CABLING AND CONSOLES 
7 11 A PRX - Hv)TEL-MCTE L SERVICE 

TFIEPK'Nf ANSWERING SYSTEM NC. 1A - (ECUIFMENT CABINETS, CABLING, ANC CONSOLES! 

C. TMMUNIC A T I d Y SYSTEM NC . 3A (CABINET ANC CONTROL CONSOLE) 

TEIFFHINF CCNSCLFS - .? C, ’C, 4Q, ANC 50 TYPE 
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REPAIR RETIREMENTS CCCNTI 

ATTENDANT CABINETS ISED WITH NC. 740A, 7406, AND 740C PBXS 
SCLOERING COPPERS - KS-P74C ANC KS-14440 

WRAPPING BITS - KS-16322, LISTS 1 ANC 2, KS-16548, LIST 1, KS-16734, 
IC04A ANC 1004B TOCL KITS 
91A TEST SET 

TRANSMISSION MEASURING SETS - 12A ANC 126 
1 A FALLT LOCATOR TEST SET - (J94730A) 

TEST SETS - 3 S A , 35C, 350, 35F ANC ITE-4040 

INTFRRLPTER SET - JS4726 

UNGUARCEC INTERVAL TEST SET - J2472C 

TIMING TEST SET - J2471SA 

TF ST SET S-67 TYPE 

TEST SETS - 4C TYPE 

PULSE CHECKING TEST SET - J94723A 

TEST OSCILLATCR-HEWLETT-PACKARD CCMPANY-MCCEL 65CA 
RELAY TIMING TFST SET JS4713A 

DIAL OFFICE TEST SET - J347C1A, LIST 1,2,9,10, ANC 11 
CCNNECTQR TEST SET J34719A 

CONNECTOR, SELECTOR, ANC TRUNK TEST SET J34722B 
PORTABLE AC RELAY AND SIGNALING TEST SET-J68602AJ Ll 
PORTABLE TRUNK TEST SET-J54729A 

MAGNFTIC LATCHING RELAY TIMING TEST SET - J54735A 
ICOA.e C COMMUNICATION SET 
RESISTORS - 18 AND 19 TYPES 
KEY SPACES 

CPFRATCR CHAIRS IBENTWCCD TYPE) 

SUPERVISOR CHAIRS (BENTWCCD TYPE) 

OPERATOR CHAIRS IMETAL TYFE) - AND PURSE HOLDERS 
SUPERVISOR CHAIRS (METAL TYPE) - ANC SUPPLY CABINETS 
DIODES AND VARISTORS 

COMMON SYSTEMS-LINE CONCENTRATOR N0.1A-REMCTE UMTS 
TOUCH-TONE CALLING-RECEIVER CIRCUIT-J99266(TYFE A2) 

LAMP SIGNAL OETECTCR UNIT - LIST 1 AND 2 - J53128A-1 
KS-lte35, LIST 1 MICROFILM READER 

J99289(TYPE A2) TOUCH-TCNE-CALLING RECEIVING CIRCUIT-CIRCUIT PACKS 
5A TIMER 

4CQA TONE GENERATOR 

J9512CB MF RECEIVING UNIT - H295-119, H295-12C ANC H295-121 
PBX TOUCH-TONE CALLING-RECEI VtNG CIRCUIT-J58844A ANC J58844B 
PB X SYSTEMS - SCLIC STATE CCNVERTER J58847AC 
2A ANC 28 - LINE CCNCENTRATCR - CIRCUIT PACKS 
ELECTRONIC DRAWER ASSEMBLIES - E0-71291-10, G1 THROUGH G13 
AE1, AE2, AE3 ANC AE4 CIRCUIT PACKS - (3A CCMMUNICATICN SYSTEM) 

TCNE GENERATORS - 4C2A ANC 4C2e 
7B ANC 7C TIMERS 


2A RANGE EXTENCER-CIAL LCNG 
J38943 Cl-IE032316-3C) PULSE 
AUTOMATIC INTERCONNECTING LN 


LINE CIRCUIT 
GENERATOR UNIT 
ITS 


LIST 1 


, AND KS-165C3 LIST 1 
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* 421.001 11 AGP TYPE CIRCUIT PACKS G NC.l ESS LINES G TRUNKS-CENERAL REQUIREMENTS G INDEX 

* 421.002 6 A-TYPE CIRCUIT PACKS - AC GATES AND TRANSFORMERS 

421.00? ? A-TYPE CIRCUIT PACKS-AMPLIFIFR$ 

* 421.004 5 A-TYPE CIRCUIT PACKS - COMPONENT BCAPCS 

* 421.005 4 A-TYPE CIRCUIT PACKS - DELAY GENERATORS 

421.006 5 A-TYPE CIRCUIT PACKS-DETECTCPS 

421.C07 5 A-TYPE CIRCUIT PACKS-D I SCR IMINATCRS ANC DIRECTORS 

421.005 3 A-TYPE CIRCUIT PACKS-DRIVEPS AND SCANNERS 

* 421.OOG 4 A-TYPE CIRCUIT PACKS - LI L AND MCL ANO-NCJT GATES 

421.010 7 A-TYPE CIRCUIT PACKS - NC 1 ESS ME BCARDS A152, A!55, A26C-A266 

421.011 5 A-TYPE CIRCUIT PACKS - PULSE GENERATORS ANC FLIF-FLCPS 

* 421.C12 6 A-TYPF CIRCUIT PACKS - REGISTERS 

* 421.013 5 A-TYPE CIRCUIT PACKS - REGULATOR ANC REFERENCE BCAFCS 

421.014 4 A-TYPE CIRCUIT PACKS-RELAY BOARDS 

421.015 ' 4 A-TYFE CIRCUIT P AC K S-S W I TC H E P S AND MARKERS 

421.016 0 A-TYPE CIRCUIT PACKS-TIMFPS ANC CONVERTERS 

421.017 5 A-TYPE CIRCUIT PACKS - TCUCH-TCNE (R) HOARCS 

421.Dl« 2 A-TYPE CIRCUIT PACKS A3C1-325 

42 1.01 9 3 A-TYFE CIRCUIT PACKS-AC-26 TC A35C 

421.021 2 A-TYPF CIRCUIT PACKS-A376 TC A4CC 

421.C5D 1 P-TYPE CIRCUIT PACKS 

421.051 2 EL EC TRONIC SWITCHING SY C TEMS-NC.1 LINES ANC TRUNKS 

* 421.052 1 ISPS AND PTS - A-TYPE CIRCUIT PACKS 

421.C61 1 R-TYPE CIRCUIT PACKS - GATES 

421.C62 l R-TYPF CIRCUIT PACKS - MATRIX ANC TRANSLATCRS 

421.063 1 R-TYPF CIRCUIT PACKS - TIMFRS AND PULSERS 

421.364 1 R-TYPE CIRCUIT PACKS DRIVERS ANC CFTECTCRS 

42’. C** 1 R-TYPF CIRCUIT PACKS - p I S C F L L A N E CU S 

421.C 66 1 NC.l ESS HIGH CURRENT PLLSER 6 PATH CHECK CIRCUIT - ELECTRONIC FERREfcC PULSER 

423.001 4 J1. 101 ESS GENERAL INECRMATICN - INDEX ANC TEST EQUIPMENT 

423.30? < NC. 1C1 ESS - LCW LEVFL AMPLIFIER CIRCUIT PACKAGES 

4’-.003 ? ESS 1.C1 - LINF AND TRUNK CIRCUIT PACKAGES 

4 2 1 .00* 4 \T). 101 ELECTRONIC SWITCHING SYSTEMS - HETERCCFNCUS FULSt-TESTEC CIRCUIT PACKAGES 

4? 7 ,:7B 5 N 1. 1C! ESS - CCMPCNFNT CIRCUIT PACKAGES 

h 2 , .OOA 7 NO. 10! ELECTRONIC SWITCHING SYSTEM - OSCILLATOR ANC TONE CENERATQR CIRCUIT PACKAGES 

423.007 u n. 101 HSS - LOGIC CIRCUIT PACKAGES 

An.:o p 4 no. ioi ess - reference ane ccntrcl circuit packages 

4 2 3 • C C G 2 N). 1C! ELECTRON 1C SWITCHING SYSTEM - MCNCFULSEP AND TIMFR C IF. CU ITPACK AGE S 

iil.J'J l RL-CTRONIC SWITCHING SYSTFMS - NC. 101 - LCGIC Tf.STCr S-TYPE CIRCUIT PACKS 

h 2 7 • Ill 1 ELECTRONIC SWITCHING SYSTEM - NC. 101 - S-TYPE CIRCUIT PACKS - OSCILLATORS AND TON" GE N>" R A TCP S 

4?j.on 1 ELECTRONIC SWITCHING SYSTFMS - NC. 101 - S-TYPE CIRCUIT PACKS - AMPLIFIERS AND SWITCHES 

4 2 3.01 4 i ELECTRONIC SWITCHING SYSTFMS - NC. 101 - S-TYPE CIRCUIT PACKS - DIVERSE 

423.015 2 EL C CTRDN IC SWITCHING SYSTFM-NQ.1C1-CI VERSE U-TYPF CIRCUIT PACKS 

4 2 3 • C 2 k 1 CIRCUIT PACKS J5E846AE, AF AND AC- - (TELE FHC N E ANSWERING SYSTEM) 

42 1 .1 c 0 1 j :oa p.ex - overall requirements 

42 3.m ? H 2 0A FPX CIRCUIT PACK GENERAL 8 ECLIREMFNTS ANE INCFX 

4 ? 1 • 10? 1 p 0JA PHX - CIRCUIT PACK >H' -(PART OF SWITCHING NETWORK AND NETWORK CENTRCL 

4 2 3. 1 0 7 1 J C DA FPX - CIRCUIT PACK CCMMCN CCNTROL ANC LINF CIRCUIT 
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423.104 1 SCOA PBX-CIRCLIT PACKS AC1C.AC13 C AC51.REC-ISTER CIRCUIT FOR DIAL PULSING 6 TOUCH-TONE CALLING 

423.105 2 SCOA PBX - CIRCUIT PACKS AC23 AND AC59 - CNE-WAY OUTGOING CENTRAL OFFICE TRUNK CIRCUIT 

423.106 ? SCOA PBX CIRCUIT PACKS AC20 AC22. AC52 AC58, AC63 AC66 CNE WAY INCOMING OR TWO WAY CENTRAL OFFICE 

TRUNK CIRCUIT 

423.1C7 1 SCOA FEX - CIRCUIT PACK AC14 - ATTENDANT TRUNK CIRCUIT 

423. 10P 1 800A PBX, CIRCUIT PACKS AC15 AND AC34 ATTENDANT POSITION CIRCUIT 

423.109 1 SCOA PBX - CIRCUIT PACK AC24 - BUSY TCNE TRUNK CIRCUIT 

423.110 1 SCOA Fex - CIRCUIT PACK AC18 INTERCOMMUNICATING TRUNK CIRCUIT 

423.111 1 SOOA PBX - CIRCUIT PACK ADI - FUSE, ALARM, EMERGENCY TRANSFER AND TEST CIRCUIT 

423.112 1 SCOA PBX - CIRCUIT PACKS AC31, AC32 AND AC33 - ATTENDANT CONTROLLED CONFERENCE CIRCUIT 

423.113 1 SOCA FBX - CIRCUIT PACK AC3C - ATTENDANT DIRECT STATION SEUECTION CIRCUIT 

<23.114 1 SOOA PBX - CIRCUIT PACKS AC26, AC27 ANC AC28 - CAMF-CN-CIRCU IT 

421.115 1 SCOA PBX - CIRCUIT PACKS AC36, AC37 ANC AC 3 8 - STATION DIAU TRANSFER CIRCUIT 

423.116 1 SCOA PBX - CIRCUIT PACKS AC46-AC50 - DIAL CONFERENCE CIRCUIT 

423.117 l SOOA PBX - CIRCUIT PACKS AC4C, AC41 ANC AC42 RINGCCWN TIE TRUNK CIRCUIT 

423.11B 1 SCOA PBX - CIRCUIT PACKS AC43, AC44 AND AC45 - TWO WAY AUXILIARY TRUNK CIRCUIT 

423.119 1 9CCA PBX - CIRCUIT PACK ACfcO - AUXILIARY TRUNK CIRCUIT 

423.120 1 SOOA PBX - CIRCUIT PACK BH2 - PEG COUNT CIRCUIT 

423.121 1 SOOA PBX - CIRCUIT PACK AC61 - AUXILIARY LINE CIRCUIT 

423.122 1 SCOA PBX - SWITCHING NETWORKS - (J58849 TYPEI 

430.103 2 CROP WIRE - C, E, AND NF 

4 3 2.012 1 ELECTRON 1C SWITCHING SYSTEMS - NC. 101 - S - TYPE CIRCUIT PACKS -NONCPULSERS AND TIMERS 

434.004 1 F-TYPE CABLE TERMINALS 

434.005 3 CABLE TERMINALS - NC, NE, NF, NH, NJ, ANC NK TYFES - ANC 104-TYPE WIRE TERMINALS 

434.CC6 5 CABLE TERMINALS - T AND 61 TY PE 

434 .CC7 3 eC, PE. 0F ANC BG TYPE CABLE TERMINALS 

434.008 1 CABLE TERMINALS - B TYPE, BB TYPE, EA TYPE ANC EU26 

434.009 1 S-TYPE, BB-TYPE, E51, E52, AND E26-TYPE - CABLE TERMINAL BOXES 

434.CIO 1 B, BB, ANC 6 TYPE FINDING FCSTS CHAMBERS 

434.011 1 FUSE CHAMBERS - B TYPE ANC E26 

434.012 8 SPLICE CASES 

434.013 1 FUSE CHAMBERS - LA ANC IB TYPE 

434.014 3 G- AND H-TYPE - BINDING FCST CHAMBERS - 53A CABLE TERMINAL 

* 434.015 2 105A, 101B2, 6 IC7A2 WIRE TERMINAL 

434.016 5 CABLE TERMINALS - 49 TYPE 

434.017 3 CABLE TERMINAL BOXES GA, GB, ANO GC TYPES 

434.018 1 BH ANC BJ TYPE CABLE TERMINALS 

434.019 3 CLOSIRES 5A ANC 58 TYPE 

434.020 1 CLOSURES TYPES 1 A1,1B1,1C1 ,4A1,4Bl ,4C1,6A1 AND 6B1 

434.021 2 SECTIONS, CABLE TERMINAL H, J, 1A ANC 2A TYPES 

434.022 1 BOX, APPARATUS 115A1,115B1,115C1 , ANO 11501 

.434.101 2 CONNECTING BLOCKS - 30 ANC 31 TYPES 

436.001 1 L MASONRY DRILLS 

436.002 l SCREWDRIVERS AND - SCREWCRIVER BITS 

436.003 1 CIAGCNAL PLIERS 

436.004 1 SIDE CUTTING PLIERS 

436.005 1 LCNG NCSE PLIERS 

436.007 1 WOOD BCRING BITS 
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436.CCB 4 SCISSORS 

436.COR 2 AXES AND AXE GUARDS 

436.CIO 1 CANT HOOKS AND PEAVIES 

436.Cll 3 CLIMBERS 

4 1 6.C14 7 LEATHER BODY BELTS, SAFETY STRAPS - CLIMPER STRAPS ANC PADS 

436.015 4 EXTENSION LAOOERS 

4 36 .C16 2 SECTICNAL LACCCRS 

436.022 3 rt RATCHET BRACES 

436.02? 2 HAMMERS 

436.025 2 DROP AND LINE HIRE REELS 

436.026 6 AERIAL PLATFORMS 

436.027 3 CABLE CARS ANT CABLE CAR STRAPS 

436.C2« 2 MANHOLE GUARDS 

436.C’O 3 UMBRELLAS 

436. CM 3 MANHCLF AND wCRK LAMPS 

436.03? 6 CHAIN HOISTS 

436.O’? 2 MEASURING TAPES ANC PULES 

436.034 1 STRANC CYNAMGMETE«S 

43ft.0’ c 3 UROPANE FURNACES B, C, ANC TYPES 

436.C’ 4 3 STRANC PULLERS 

4 3 ft. ;?7 1 STRANC CUTTERS 

4 3 6.C R p 2 TREE PRLNERS 

43ft. 0 ,( = 5 C, D, F, H, J ANC CNF-SFFAVF CABLE BLOCKS 

43ft.340 l t CAeiF BLOCK 

4 1 ft.04) 1 BRAIC 'TRIPPERS 

4 J 6.043 fc AERIAL TENTS - WORKMANS TENTS ANC TENT FAGS 

4?4.)4i 3 CHIPPING < N IF p OUAKCS ANC CHIPPING KNIVES 

436.044 i SOLDERING CCPPERS - INCNELFCTR IC ) 

4 3 t.C 4 ft 3 DIGGING EARS 

4 3 6.047 2 Tamping BARS 

4>ft,04H 5 AMOLIFIFRS - )47A AND !47R 

4 p ft.C 4 G 6 P A 3 R I C BOCY BELTS, SAFPTY STRAPS ANC CLIMBPR STRAPS 

43ft. ’T TEST StTS - KS-14103 

iTSC 1 ' R TEST - 5 E A , ft2A, S7p a N C ft7C 

43^. 063 J HANCLINES, RUPF SLING ANC R C F r 

R’ft.CS I TREE P R L N E R HANDLES 

436.047 3 ? C C ANC 5 3 A ANC B T c S T SETS-4I1A N E T H C R K 

4 3 6. C E ° ? I TEST SFTS-1. :1A,1C1?,1C K A ANC 1C5P 

4 3 6.04 1 1 KFR'T'FN? LANTERNS 

4 7 6 .C 61 ’ T-ST S > T S - SS TYPE 

4 3 4 .c 6 ? \ 1C 0A TEST SET 

43ft.C 6 5 ’ TEST SET - E-5J651 AND 1J4 TYPE 

4 3 6 .C 6 4 ? TEST SET - 5 1 A 

43ft.065 i CANVAS BAGS 

436.066 1 PORCELAIN TUBE CLTTER 

4^6.C67 i LADDER IFNT5 

436.C6° 3 ,1 n 4 £ „ 4R R ING MASTS, - B WARNING STANC, ANC B WARNING MAST ACAPTER 

4 3 6 .C 6 R 2 WARNING F L A SH F R S 
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436.C70 

2 

TEST SETS - 7PA »7SB, AND 7PC 


A 16,C 71 

3 

TEST SET - 106A 


4 36.072 

7 

TEST SETS - 1C 7A AND 1C 7B 


A 3 6 » C 7 1 

1 

TEST SETS - 0-15P5A5 ANC 76 TYPE 


A 36,C7A 

4 

TEST SETS - SPA, S58, ANC P5C 


A76.C75 

1 

TEST SETS - 71A, 718 ANC 71C 


A36.C76 

? 

TEST SETS - 7 2 A, 72B AND 72C 


A36.C77 

1 

PIPE LOCATORS 


4 36.C7P 

l 

PIKF POLES 


A 7 6,C PO 

7 

TEST SET - 11A A 


A 36.CP! 

3 

PROPARE IENT HEATERS 


4 3 6.0 P? 

? 

• MANHOLE SHIELDS 


A ’ 6 . C P 3 

2 

CABINET TENTS - ANC CABINET TENT BAG 


A36.C PA 

7 

INSULATING GLOVES 


A 36.3 F 5 

A 

INSULATING BLANKETS 


A3t .cP6 

2 

B POLE PLATFORM 


A 3 6 . C f 7 

■a 

TEST SET- AT-6121, LIST 1A 


436.C°P 

1 

GROUND TENTS 


436.C P9 

2 

MANHOLE TENTS ANC MANHOLE TENT eAGS 


A 36.CPC 

1 

TEST SET - 96A 


436.CPI 

4 

TEST SETS - 1050, 1050, 110A, ANC 111A 


A 36.OP? 

? 

WIRE POPE SNATCH BLOCKS 


A 3 6 • C P 1 

1 

8 LACCER FOOT 


A36.CPA 

A 

LADDER SUPPORTS 


A36.CP5 

7 

GAS INDICATORS 


A36.CP6 

2 

CARLE CUTTERS AND EXTENSION HANCLES 


A36.CP8 

1 

C A 8L E BENDERS 


A 36.CPP 

1 

e WIRE PULLER 


A36.1C1 

i 

FRESSURE HOSES - B, C, C ANC E 


A 36•10? 

2 

SUPPORTS, PLATFORM, MANHOLE 


436.104 

1 

B SOLDERING COPPER - AT-7P5P 


A 36•105 

2 

TEST SET - AT-788e 


A36.1C7 

l 

TEST SET, AT— 7851, LIST 1A 


436.108 

2 

TEST SETS - 115A, 116A ANC 120A 


A 3 6 • 1 11 

1 

52A £ 52B TEST SETS 


A36.112 

3 

BSD CONNECTOR PRESSERS 


A 3 6 • 11 3 

2 

TEST SET - 121A, 122A AND 123A 


A36 • 11A 

1 

TEST SET - AT-8241 


A 36• 11 6 

1 

KS-1<1C3 L6 BREAKDOWN TEST SET 


436.117 

1 

AT-8616 E FIBREGLASS EXTENSION LADOERS 


A50.2CA 

P 

RINGERS - B TYPE 


A50.217 

A 

L1A RINGER 


A50.3C7 

3 

INDUCTION COILS - 101A, 1C1B ANO 104A 


450.A01 

3 

CAPACITORS 21, 147, 149, 1P4, 199, 445, 447, 

449, 452, 1021, 1147, ANO 1149 TYPES 

A50.A02 

3 

CAPACITORS - tP5 A, B, C, 1P8 A, B, C - 387A 

ANC KS-16023 

A50.PC2 

3 

GONGS 


453.903 

1 

RELAYS - eSB, E, G, J, l, M, N , P, R, ANC S 


A51.2C1 

16 

HANDSETS - F TYPE 
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* 451.2C7 33 HANDSETS - 3 TYPE 

451.2C8 3 TELEPHONE SET - KS-144T6 

451.2C9 7 CONTROL UNITS - KS-14S64, LISTS 2 AND 3 ANC KS-16162 LIST 2 SUBSCRIBER SET 

451.210 4 TELETRAINER CONTROL UNIT - KS-16161, LISTS 2 AND 4 

451.211 4 CONTROL UNIT - 51A 

451.212 5 CCNTPCL LNI1S-55 TYPE 

451.214 11 HANDSETS - G TYPE 

451.215 1C CONTROL UNIT - 54 TYPE 

451.216 3 CONTROL UNIT - 57 TYPE 

451.229 4 HAND S E1S - F6 TYPE 

451.270 12 HANDSETS - 36. G7, G8, G13, AND J1A TYPES 

451.231 1 HANDSETS G12 TYPE 

451.3C3 S CONNECTOR CABLES 

451.3C4 2 ADAPTERS 

451.3C6 ? OPERATORS CORDS 

451.4C1 1 61-TYPE PILFERS ANC 152A CCNCENSER 

451.50? 7 TELEPHONE SETS - 300, 325, AND 525 TYPES - FOR CUTCCCR USE 

451.503 8 5 7 OJ ANC K TELEPHONE SET BASES AND 1118,C,C ANC E APPARATUS BOXES 

451.512 4 TELEPHONE SETS - 72C TYPE 

451. <502 2 APPARATUS BLANKS ANC CARDHOLDER S 

* 451.9C3 5 DIAL NUMRER PLATE - 147-, 149-, 150-, 158-, 164-, P-84A9CC- ANC P-03P300-TYPFS 

451.9C5 6 DIALS - 1C3A ANC 1C4A 

451.909 P DIAL ADAPTERS ANC DIAL HCLNTINGS 

451.912 4 CCNTRCL UNIT - <TFLETRAINFR1 - K$-lbo05 

451.914 fc DIAL - 21 TYPE 

451.915 5 KS-16E44 RA01CIAL 

451.916 4 DIALS - 40 ANC 41 TYPES 

* 451.917 13 DIALS 22-, 25-, ’5(10-, ANC 66-TYPES 

451.91R 6 Cl ALS-26 , 36 ,ANC 67 TYPES REPAIR 

451.919 9 KS-19594 Cl AL E R 

45 1 .922 ? 424 rI A L 

* 451.923 R DIALS - TO AND 62 TYPE 

451.974 2 4 1-TYPE CI A L 

4 6 1.925 1 DIALS *73 AND F- 58553-REPA I P 

451.927 l DIALS - 35433A- AND F-58566- TYPES 

451.92R 1 53-TYPE DIALS 

451.929 l DIAL ANC NETkCRK ASSEMBLY F-9CC22Q - REPAIR REQUIREMENTS 

* 4 51.971 1 I A 35C TONE DETECTOR 

457.CIO 2 HEACEAND - 11A 

452.020 6 TRANSMITTER UNITS - FI, 625A-3, C-141914, ANC C-1723E7 

452.02? 7 RECEIVER UNIT - HA TYPE 

4 52 .C?7 29 HEAD TEL EPHCNE SET-52 TYPE 

452.024 14 HEADPANCS - 15 TYPE 

452.025 7 TRANSMITTER UNIT - M AND N2 

462.026 5 RECEIVER UNITS - HC TYPE 

452.03? 13 TRANSMITTER UMTS - T TYPE 

452.037 14 RECEIVER UNIT - U TYPE 

452. Q74 22 HEAD TELEPHONE SETS-53 TYPE F50721 AND F51106 
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4 5 2 •C 36 1 AMPLIFIER Hie 

452.J3R 6 AMPLIFIER - 151 TYPE 

457.040 2 TRANSMITTER - 657A 

452.CA? 4 R = OE IVERS-716 TVPE,717A,718 TYPE,AND 723A 

45?.j4s ? amplifiers - 153 type 

457.C45 7 TRANSMITTERS - 659A AND 66CA 

457.046 4 RECEIVERS - 72CA TYPE 

457.047 1 TRANSMITTER - 661A 

457.044 5 TRANSMITTER - 664 TYPE 

457.061 6 TRANSMITTERS - 666 AND 67C TYPE 

* *,57.08? 8 TRANSMITTER - 667-, 67?-, 673-, 674-, £ 67S-TYPES 

457.057 3 RECEIVERS - 721 AND 722 TYPES 

4 62.2 C 4 1 AMPLIFIER - 236 TYPE 

4'?.058 1 TRANSMITTERS - 662 TYPE 

45 7.5 AMPLIFIER - 2 38 AND 276 TYFE 

457.057 6 AMPLIFIERS - TYPES 241 ANC 242 

4 6 7 • C 5 8 7 SUBSCRIBER SET -694 TYPE 

4 5 2 •C 5 c \ 671-TYFE TRANSMITTER 

452.061 5 HEADSET- KS-19796 

452.C67 4 RECEIVER LNIT-LA1 ANC LA2 

452.C67 1 hEAO TELEPHONE SETS-TYPES 6C.61 

452.065 1 HEAD8AN0-19A 

457.C66 1 AMPLIFIERS - 28 CA AND 2eiA 

452.C67 2 KS-2C778 -HEAC TELEPHONE SET 

* 4 52. C68 1 68OA TRANSMITTER UMTS 

451.101 9 PROTFCTQR S ANC PROTECTCR MOUNTINGS 

452.1C2 3 PROTFCTOR BLOCKS 27, 29, 2C, ANC 31 TYPES 

457.103 4 PROTECTORS - 1C7 TYPE AND PROTECTOR UNITS 2A1 ANC 2B1 TYPES 

453.1C5 5 PROTECTORS - 112, 116, ANC 117 TYPES 

453.1C6 4 PROTECTORS - 1C1, IC2, 1C3, 1C4, ANC 1C8 TYPES 

453.1C7 2 1075A AND 1078A PRCTECTCRS - 75A ANC 78A PROTECTOR MOUNTINGS 

454.105 11 KEYS - 54S ANC 551 TYPES 

454.1C6 3 KEYS 60C2, 6C04, 60C5, 6CC7, 6CC8, 6C09, 6C11, 6C12, 6013, 6017,6018, 6C19, 6021, 6C22, 6023, 6026, 

6C27, 6028, ANC 6030 TYPES 
454.1C7 13 KEYS-6C4C AND 6041 TYPES 

454.108 2 KEYS - 7CC ANC 7C1 TYPES 

454.111 5 KEYS 6C5C,6051,AND 6052 TYPE 

* 454.112 5 KEYS 617 AND 658 TYPES 

454.113 3 KEYS-621 ANC 622 TYPE 

454.114 4 KEYS - 613 ANO 629 TYPES 

454.115 1 KEY MOUNTINGS - 400 SERIES - REPAIR REQUIREMENTS 

454.116 1 KEY EQUIPMENTS ICC, 1C1 ANC 103 TYPES 

454. 117 1 7C0A ANC 701A - MODULAR STATION UMTS 

454.201 26 KEY TELEPHONE ANC KEY SERVICE UNITS - (1A ANC 1A1 KEY TELEPHONE SYSTEMS) 

454.20? 2 INTERRUPTERS 

* 454.203 12 KEY TELEPHONE UMTS - (1A2 KEY TELEPHONE SYSTEM) 

454. 204 6 KEY SERVICE UNITS,PANELS,£ APPARATLS MOUNT INGS(1A2 KEY TEL. SYS.) 

454.2C5 1 KEY TELEPHONE LNIT - 247A 
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454.206 4 

454.2C7 2 

454.2C8 l 

454.210 1 

454.401 2 

454.4C3 9 

454.405 7 

454.4C8 2 

454.4C9 6 

454.410 11 

454.411 7 

454.412 6 

454.413 i 

454.414 5 

454.5C1 3 

455.10? 2 

455.1 C 4 

455.1C4 4 

455.120 17 

45 5.1 ?'■ 10 

455.1 *? 5 

4 = r . 1 3 * 3 

4 55.1 *4 3 

4= 5 . 1 2 

455. 1 H *+ 

455.1*7 1 

4 = c . 1 3 P 5 

4«5.’40 P 

4 5 . ’ 4 1 3 

- c 4 . ’ 4 ? ? 

h! r . ’ 4 ■> 7 

455.144 2 

4 4 5 . 1 4 R 5 

4^. 1 = 1 7 

- t 5.1 r -2 C 

45 5.1 c ■> 5 

4 [ S>‘4 5 

4 5 r - . ' 5 4 5 

445.14? 1 

4 5 5. 1 7? ,4 

455.175 * 

4=5.174 ? 

455.l«l 5 

455.1P2 9 

-54.151 11 

4=5.197 4 

455.1C4 10 

4 5 5. 1 13 5 4 


REPAIR RETIREMENTS (CCNT1 

KEY TELEPHONE UN IT-I TOUCH-TCNE R ACAPTER1-24.7B 

KEY TELEPHCNE UNITS (TCUCH-TCNE AOAPTERI 426A ANC 427A 

INTERCONNECTING UNITS FCR MANUAL P8X S AND KE* TELEPHCNE SYSTEMS 

INTEPCCNNECT INC SERVICE UMTS AND PANELS REPAIR REQUIREMENTS 

KS-14580 ANO KS-161C1 TELEPHCNE ANSWERING SETS 

TELEPHCNE ANSWERING SETS - 1 TYPE 

TELEPHCNE ANSWERING SETS - 2 TYPE 

KS-16662 LI INVERTFR 

KS-16378 TELEPHCNE ANSWERING SET ANC ACCESSORIES 
ANNOUNCEMENT SETS KS-16765 ,LIST 1 AND LIST 2 
KS-16523 TELEPHCNE ANSWFRING SETS AND ACCESSORIES 
KS-19245 TELEPHCNE ANSWERING SETS ANC ACCESSORIES 
1A TELEPHCNE REPORTING SET 
CONTROL LMT 62A 

STATION SYSTEMS - SWITCHING SYSTEM NC. 400 
HAND GENERATORS - KS-13766 ANO KS-13789 

STATION INDICATORS - 14, 15, 16, 17, 13, 2C, ANC 21 TYPES 
LAMP SOCKETS 5E»55»fcC,61»65,73,76, AND 77 TYPES 

e jckpcarcs 

K$-6846»KS-81C8»KS-81C9 ANC KS-8110 eUZZERS, 4 AND 7 TYPES EXCEPT 7G AND KS-1378? ANC 7 TYPE BELLS 
EU7/FRS -0 TYPE 

SIGNAL BELLS - KS-5226, KS-8227 ANC KS-S547 
SIGNAL HORNS - KS-8228 
CHIME SIGNALS - KS-8225 

TRANSFORMER RELAY SFTS KS-7338, ANC KS-8233 AND RELAY SETS KS-16626 AND KS-16763 
CODE SFN0IN3 STATIONS AND TRANSFORMER UNIT - KS-14468 
SIGNAL 5 - KS-16 3C1 

CONNECTING BLOCKS - 12, 4C, 42, 44, 47 AND ]J44 TYPES ANC 101-TYPE CCVFKS 

INDUCTOR - 154 2A 

KS-12C57 SCHOOL-TC-HCME SETS 

C IVORS - 12 3 ANC 125 TYPES 

1610A INDUCTOR 

K S-19120 SCHCCL-IC-HCME SETS 
LOUDSPEAKER SETS -ICO TYPE 
AMPLIFIER - KS-16754 LISTS 1,2,3 AND 4 
LOUDSPEAKER SEIS-lC6A , B ,C , 0 , E , F 
LOUDSPEAKER SET-137 TYPE 

CONFERENCE SET - (PORTABLE L CUDS PE AKER 1 - KS-19134, LIST 1 
C AND 0 INSIDE WIRING CABLE 

JACKS (STATION TYPE! - 4)4A, 4C4e, 493A, 457A, 548A, 549A, 550A, ANC KS-16151 

PLUGS - 2833 IYPF 

c L L G S - 5C4 ANC 505 TYFES 

RECO«CER CONNECTOR - 50 TYPE 

LOUDSPEAKER - 758 TYPE 

TRANSFORMERS - KS-15675, KS-16184, KS-16368, KS-16886, 2C12 ANC 2075 TYPES 
TRAN«FGRMERS-3S3 TYPE 
LCUOSPFAKERS-759A ANC 759P TYPES 
LOUDSPEAKERS - 76CA TYPE 
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DIVISION 400 - 


455.196 

1 

455.197 

2 

455.198 

3 

455.199 

3 

455.2CC 

1 

455.?C1 

8 

455.202 

2 

455.203 

3 

455.204 

5 

455.205 

8 

455.2C6 

1 

455.2C7 

3 

455.2C8 

2 

455.2C9 

1 

455.21C 

1 

455.211 

1 

455.212 

4 

455.213 

2 

455.214 

1 

455.215 

1 

455.217 

1 

455.601 

3 

455.602 

1 

455.603 

2 

455.604 

2 

455.605 

1 

455.6C6 

1 

455.607 

1 

455.6C8 

1 

455.6C9 

2 

455.610 

1 

455.613 

1 

455.614 

3 

455.617 

1 

456.051 

28 

456.052 

18 

456.C61 

8 

456.071 

1 

456.072 

2 

456.IC1 

1 

456.102 

1 

456.106 

4 

456.115 

8 

456.117 

20 

456.118 

14 

456.119 

12 

456.120 

9 



REPAIR REQUIREMENTS ICCNT) 

LOUDSPEAKERS - KS-16846 

TRANSFORMER - KS-16940 - (VOLTAGE REGULATING! 

RECORDER CONNECTOR - KS-16730, LIST 1 
JACKS (STATION TYPES! 541, 547 AND 551 ' 

LOUDSPEAKERS - 761 TYPE 

CONNECTING BLOCKS - 66 TYPE - 72ei-50 TYPE & 1A1 MATRIX BLOCK 
AMPLIFIER - KS-15220 TYPE 
AMPLIFIER - KS' 15 2211 LIST 1 

KS-19522, LIST 1 AND 2 RECORDER COUPLERS - KS-19522, LIST 11 VOICE CONTROL * AND KS-19522 
SET 

RECORDER CCNNECTCR-KS-19645 TYPE 

21A PCWER UNIT 

CONTROL UNIT-KS-2CCC8 TYPE 

CONNECTING BLOCKS - 57, 59 AND 60 TYPE 

LOUDSPEAKER 762A TYPE 

CCNTPCL LNITS KS2C445 LI AND L2 

AMPLIFIER - KS-1S739, LIST l 

VOICE COUPLER - 30 AND 31 TYFES 

181A, 1838, 184A1, 1848, 18781, AND 185A1 BACK8CARCS. 898 BRACKET, 

CONFERENCE SET-50-A TYPE 
RINC-ER ISOLATOR - P-5CCC11 
1C8A LOUDSPEAKER SETS 

FIBER CASES. SATCHELS, AND CARRYING STRAPS 

TEST SET - KS-16SSC 

81A TEST SET 

EXTENSION DRILLS 

TOOL - NO. 504A 

STEPLACOERS 

STAPLERS - HELLER CCNVEPTEC MODEL T ANC MODEL T2 
B AUTOMATIC DRILL 
STAPLER-HELLER MODEL TM 

FLASHLIGHTS, HEAD LAMPS, SPOTLIGHTS, ELECTRIC HAND LANTERNS, AND DUAL BATTERY LIGHTS 

COMBINATION LADDERS 

HANDSETS - 1011, 1013 ANC 1014 TYPE 

CARBIDE MASONRY DRILLS 

TELETYPEWRITER COMPONENTS-GENEPAL REQUIREMENTS 
TELETYPEWRITER MOTORS, MOTOR UNITS, AND GOVERNORS 
TELETYPEWRITER RECTIFIERS 

PERFORATOR ANC REPERFORATOR - PUNCH BLOCK ASSEMBLIES 

RECTIFIER TP306661 - RECTIFIER TP306662 - INVERTER-RECTIFIER TP306662 

TELETYPEWRITER - TYPING UNIT - 14 TYPE 

TELETYPEWRITER - EASES - 14 TYPE 

TRANSMITTER-DISTRIBUTORS 14 ANC 20 TYPE 

PERFORATOR TRANSMITTER - 15 TYPE 

TELETYPEWRITER - 15 TYPE 

TELETYPEWRITER - 20 TYPE 

BS3C ANO BS6L SEQUENTIAL SELECTORS 

BS2D SEQUENTIAL SELECTOR 
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i - 


456.124 

17 


456.125 

17 

♦ 

458.126 

39 


456.127 

12 


456.129 

8 


456.131 

25 


456.132 

21 


456.134 

16 


456.135 

11 

* 

456.136 

18 


456.137 

20 


456.138 

22 


456.140 

8 


456.141 

13 


456.142 

10 


456.143 

8 


456.144 

8 


456.145 

13 


456.146 

10 

* 

456.147 

14 


456.14B 

1 2 

* 

456.149 

7 


456.150 

10 


454.151 

1 


456. l c 2 

1 


456.153 

1 1 


456.154 

1 

* 

456.156 

5 


456.157 

4 


454.158 

5 


456.159 

4 


456. 160 

1 


456.161 

4 


456.16? 

1 


456.164 

4 


456.165 

2 


456.166 

4 


456.167 

5 

* 

456.168 

3 


456.171 

1 


456.174 

1 

★ 

456.179 

l 

* 

456.TBC 

1 

* 

456.181 

1 


456.5C1 

4 



REPAIR RETIREMENTS (CCNT) 

TYPING REPERFORATOR UNITS ANC ASSCCIATEC ECUIFMENT - 14 TYPE 

714 TYPE REPERFORATOR TRANSMITTER UNITS 114 TYPE REPERFORATOR TRANSMITTER UNITS 114 TYPE REPERFGRA 

TOR TRANSMITTER BASES 

TYPING INITS AND TYPEBOES - 28 TYPE 

MULTIPLE TRANSMITTER UMTS AND BASES 

DISTRIBUTORS - 28 TYPE 

NCN-TYPING S TYPING PERFORATOR £ REPERFORAT OR,RECEIVING SELECTOR fiTAPE TYPING UNITS - 28 TYPE 

REPERFORATOR-TRANSMITTER SETS - 28 TYPE 

SEQUENCE SELECTOR UMTS - 28 TYPE 

ELECTRICAL SERVICE UNITS - 37 TYPE 

CABINETS, COVERS, TABLES, ANC HOUSINGS - 2e TYPE 

EASES-28 TYPE 

TRANSMITTER-OISTRIBLTCP UNIT S-28 TYPE 

CABINETS ASSOCIATED WITH 33 TYPE TELETYPEWRITER SETS 

TYPING UNIT, SUB-BASE 6 DISTRIBUTOR 6 ANSWER-PACK MECHANISMS - ASSOCIATED WITH 33 TYPE TELETYPEWRITER-S 
ETS 

KEY30AROS-ASSOCIATED WITH-3 3-TYPE TELETYPEWP I TER-SETS 

TAPE PUNCH-ASSOCIATED WITH-33-TYPE TELETYPEWRITER-SETS 

TAPE READER E POWER FACK-ASSCCIATED WITH 32-TYPE TELETYPEWRITER SETS 

NCN-TYPING AND TYPING REPERFCRATCR, RECEIVING SELECTOR AND TAPE TYPING UNITS - 35 TYPE 

TRANSMITTER-DISTRIBUTOR UNIT S-35 TYPE 

TYPING UMTS ANC TYPEBOES - 35 TYPE 

ELECTRICAL SERVICE UNITS - 35 TYPE 

CABINETS. COVERS, ANC STAND - 35 TYPE 

BASES - 35 TYPE 

SELECTCR MAGNET DRIVERS - TF182630 AND TP1S3440 
LOUDSPEAKER AMPLIFIER - TP18275C 
CALL CCNTRCL LMTS - 33 £ 35 TYPES 

TIMEC AUXILIARY RINGER - J7C144J, LIST 1 - TWX STATICNS 

CATASPEED READERS - 1A, 2A, 5A, CX805, 806 ANC 8C8 

HIGH SPE6C REPERFCRATCR - BRPE 9,11,14,15,16,17,18,19, ANC 21 

CATASPEEC - 1A, 2A AND 5C SENDER CABINETS - IB ANC 5B RECEIVER CABINETS AND 5A-APPAHATUS BOX ASSEMBLY ( 
TP196C22 ) 

HIGH SFFEC REPERFCRATCR - CRFE 6CC,8Ci ,802,8C3,8C7,8C9, £ 811 
INKTRCNIC PAGE PRINTER - (CAP2 I 

HIGH SPEED WlRF SPRING PEACERS CXI ,CX2 ,CX3 ,CX4,0X800,CX8C1 £ DX802 
EDGE PUNCHED CARC REACEP UMTS 35 TYPE 
TYPING UNIT - 37 TYPE 

37 TYPF TELETYPEWRITER - KEYBOARC ANC BASE NOT E9 EARLY UNIT YK80C WAS DROPPED AND NEW UNITS ADDED 
NCN TYPING ANC TYPING REPERFCRATCR UNITS - 37 TYPE 
ELFCTRICAU SERVICE UMTS - 37 TYPE 

CABINETS ASSCCIATFD WITH 37 TYPE TELETYPEWRITER SET 

EDGE PINCHED CARD HCPPER UMTS 35 TYPE 

RS17487-CATASPEEC PRINTER-TEST SET 

CATA SPEED (Ft > MAGNET IC-TAFE TERMINAL CABINETS 

DATA SPEEC <R» MAGNETIC-TA PE TERMINAL CCNTPCL PANEL TP 3 37*28 

DATA SPEED <R> MAGNETIC-TAPE TERMINAL DMT 800 TAPE TRANSPORT 

TELETYPE CIRCUIT PACKS-GENERAL INFORMATICN INDEX £ TEST ECU IPMENT 
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MVISITN ACC - REPAIR FECI IREMEM S (CENT) 

456.5C2 2 TELETYPE CIRCLIT PACKS - GFCLP 1 - (AMPLIFIERS! 

456.503 3 TELETYPE CIRCUIT PACKS - GRCUP 2 - BIASING NETWORKS ANC RESISTORS 

456.5C4 ? TELETYPE CIRCLIT PACKS - GRCUF 3 - (DISTRIBUTORS) 

45*.505 2 TELETYPE CIRCLIT PACKS - GRCUP 4 - (CELAYS ANC WAVE SHAPERS! 

456.50* 2 TELETYPE CIRCLIT PACKS - GRCUP 5 - (FILTERS) 

456.5C7 3 TELETYPE CIRCLIT PACKS - GRCUP 6 - (FLIP FLCPS) 

456.508 3 TELETYPE CIRCLIT PACKS - GRCLP 7 - (GATES! 

456.5C9 3 TELETYPE CIRCUIT PACKS - GRCLP 8 - (MAGNET PULSERS) 

456.510 3 TELETYPE CIRCLIT PACKS - GRCLP 9 - (CNF SHCTS) 

456.511 3 TELETYPE CIRCLIT PACKS - GRCUP 10 -(OSCILLATORS! 

456.512 3 TELETYPE CIRCUIT PACKS - GRCUP 11 - (SPECIAL PURPOSE) 

456.523 2 DATA SET COUPLER-TP 312418 

456.524 1 CATASPEEC ELECTRONIC MCCULES 

456.6C1 4 WOODEN TELETYPEWRITER TA3LES ANC ASSCCIATEC ACCESSORIES 

456.6C3 6 METAL TELETYPEWRITER TABLES AND ASSCCIATEC ACCESSORIES 

456.602 4 TP177010 SELECTOR MAGNET CRIVER 

456.6C4 1 TELETYPEWRITER CCRCS 

456.701 4 128B2 TELETYPEWRITER SLBSCRIBER SET, 151A1 TELETYPEWRITER RESISTANCE UNIT, - TELETYPEWRITER CONTROL FAN 

ELS AND WAVESHAPING SETS 

454.7C2 3 TELETYPEWRITER SLBSCRIBER SETS - 131A1 ANC 131E2 

456.7C4 2 ELECTRONIC STATION DIRECTOR UNIT - J70124F 

456. 7C5 1 ELECTRONIC RECEIVING SELECTOR - J7C135A ANC 8 UMTS 

456.7C6 1 POLAR TELEGRAPH RELAYS, 314A, 314B AND 315A 

456.7C7 2 TPl529C3 AND TP15478C MODIFICATION KITS TC FRCVIOE HORIZONTAL TABULATION AND TRANSMITTER OISTRIBL 

TOR CONTROL ON 28 TELETYPEWRITERS 

456.7CB 3 TP154760 THROUGH TP15477C MODIFICATION KITS TC PPCVICE VERTICAL TABULATION ANO TRANSMITTER-DISTRIBUTOR 

CONTROL CN 28 TELETYPEWRITERS 

456.7C9 1 TP17e3l6, TP178344, TP178345 ANC TP178346 MCCIFICATICN KITS TC PROVICE ANSWER BACK ANC MCTCR CONTRCL 

CN 2e TELETYPEWRITERS 

456.710 1 1P 152324 ANC TP154147 MCDIFICATICN KITS TC FPCVICE LCCAL PAPER FEEC CUT MCTOR START CN 26 TELETYPE 

WRITER BASES 

456.711 1 TP152251 MODIFICATION KIT TC PPCVICE MCTCR STCF CN 28B ELECTRICAL SERVICE UNIT 

456.712 2 MODIFICATION KITS USEC CN 28 TELETYPEWRITER CABINETS 

456.713 1 TP161815 MODIFICATION KIT LSED FOR MOUNTING CN AUXILIARY TYPING REPERFORATOR 

456.714 1 TP152340 MODIFICATION KIT LSED WITH ROLLED MULTICOPY PAPER 

456.715 1 MODIFICATION KITS LSED CN 28-TYPE STUNTBCXES 

456.716 1 MODIFICATION KITS LSED TO CONVERT 28 TYPING UMTS FROM FPIcflON FEED TO SPROCKET FEED ANC FROM SPROCKET 

FEEC TO FRICTION FEED 

456.717 l TP164272. TP17C3C6 ANC TP175252 MCCIFICATICN KITS TC FRCVICE CHAC CISPOSAL 

456.718 1 TP173443 MODIFICATION KIT - TO PROVIDE REMOTE CONTROL - NON-INTERFERRING LETTERS FEED-OUT - 28 TYPING R 

EPERFCRATOR 

456.719 1 TP16241 ANO TP163359 VARIABLE SPEEC GEAR SHIFT MCCIFICATION KIT 28 TELETYPEWRITER BASE (KSR ANC RC) 

456.720 1 TP162379 AUTOMATIC LETTERS - FEED OUT MODIFICATION KIT - 28 TYPING REPERFORATOR 

456.721 1 TP-164564 MODIFICATION KIT - TC CONVERT FROM CHADLESS - TC FLLLY PERFORATED TAPE - 28 REPERFORATOR 

456.722 1 TP16249Q MULTIPLE WIRE CLTPUT - MCCIFICATICN KIT - TRANSMITTER DISTRIBUTOR UNIT - 28 TYPE 

456.723 l TP159417 VARIABLE SPEED DRIVE - MODIFICATION KIT 28 - TYPING REPERFORATOR BASE 

456.724 l TP17S133 BLANK DELETE MODIFICATION KIT - 28 - TYPING REPERFORATOR 

456.725 l TP1736ei FIVE-LEVEL PARALLEL - CCCE READING CONTACTS - MODIFICATION KIT - MODEL 28 TYPING UNIT 
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456.726 1 

456.727 2 

456.728 1 

456.730 1 
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456.732 1 
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456.803 11 

456.804 1 

* 456.805 3 

* 456.901 2 

456.90? 2 
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456.5C4 8 

456.905 6 

456.5C8 1 

456.5C9 I 

456.510 1 

456.911 1 

456.516 3 

454.918 1 

456.520 1 
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456.524 ? 

456.925 1 

4 5 6. c 26 2 

454.877 1 
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456.8’0 5 
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456.8” 1 
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456.840 1 

456.941 1 

456.542 2 

* 456. 54 3 1 
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457.1C6 36 

457.1C7 2 
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REPAIR RETIREMENTS (CCNTI 

TP174216 MOO IFICATICN KIT - TO ECUIP MARK 11 KEYBOARD - WITH ANSWER-EACK - MODEL 28 KEY80ARD 
TP175724 MODIFICATION KIT - TC PROVIDE TWO-CCLCR PRINTING CN MOOEl 28 TYPING UNIT 

TP174235 AND TP178834 MCOIFICATICN KIT - TC CONVERT CHADLESS TO FULLY PERFORATED TAPE - MCOEL 28 TYPING 
REPCRATOR 

TP 333672 MOUNTING FRAMF ANC • STLNTRCNIC• (SA120AG1 CATA TERMINAL- ACCESSORY ASSEMBLY 
STUN TRONIC S A113 CATA TERMINAL ACCESSCRY PARITY ERKCP CETECTCR 

STUNTRONIC SA120 DATA TERMINAL ACCESSOR IES,PAR ITY ERROR OETECTORS ANC PARITY ERROR INSERTORS 
J70112 A CHANNEL TERMINALS-43A1 (CARRIED TELEGRAPH ECU IPMENT) 

TELETYPEWRITER SLBSCRIBER SETS - 130 TYPE 

NETWORK-453 6 454 TYPES-(LSED WITH 43A1 CARRIER TELEGRAPH TERMINAL EGUIPMENT1 
144 TYPE COUPLING UNITS AND 56A1 LCCP REPEATERS 
43B1 VOICE FRECLENCY - CARRIER CATA SYSTEM 

ASSEMBLED TELETYPEWRITER STATIONS M28 ECUIPPEC WITH/WITHCUT SUB SET OF DATA SET FOR PRIVATE LINE SERVI 
CE 

15-ANC 15-TYPE ASSFMBLEC STATIONS - 60-WCRC-PER-MINUTE TWX 
ASSEMBLED TTY STATIONS - 33-TYPE 

ASSEMBLED TTY STATIONS - 35-TYPE 

CATASPE EC COMPLETE STATICN-TYPE 5 

TELETYPEWRITER STATIONS - SPECIAL-ON-LINE 35 ASR SET (VCL328) 

ASSEMBLED TTY STATICNS - 28 TWX TYPE 

TELEGRAPH SYSTEMS - 83B3 SELECTIVE CALLING SYSTEM - ASSEMBLEC 28TYPE OUTLYING STATIONS 

TELEGRAPH SYSTEMS - P3B3 SELECTIVE CALLING SYSTEM - ASSEMBLEC 28ASR CONTRCL STATIONS 

CATASPEEC TYPE 2 CCMPLE1E STATION 

ASSEMBLEC TTY STATICNS-28(CATA-FHCNE(TYPE 

SA1 CATA SELECTIVE CALLING LINE CONTROLLER - (35A-11 

8A1 ANC FBI CATA SELECTIVE CALLING ASR STATION (35BC, 35BE, 25eP,35BR» 

8 AI CATA SELECTIVE CALLING K SR S T AT ICN (35BC, 35BG) 

3A1, ANC FBI CATA SELECTIVE CALLING RC ST AT I CN (35EE, 35BF1 
CATASPEEC-COMPLETE STATION TYPE 4 

ASSEMBLED TTY STATICNS M35 TTY SETS ECUIPPEC WITH/WITHCUT SUBSETS CR CATA SETS FOR PRIVATE LINE 
SERVICE 

ASSEMBLEC TELETYPE STATICN-CATASFEEC PRINTEF FC 

ASSEMBLED TTY STATICNS - CCNTRCLMATIC 35 TYPE 

ASSEMBLED CCNTPCLMATIC PRIVATE LINE STATICNS - 35 TYPE 

MODEL 37 CATA-PHCNE (R1 ANC PCINT-TC-PCI NT PRIVATE LINE STATICNS 

85AI ICJwPM OUTLYING-TELETYPEWRITER STATICNS 

6 6A I AND B6BI 1CCWPM OLTLYING-TELETYPEWRITER STATICNS 

CATASPEEC(R)MAGNETIC TAPE TERMINALS STANC ALCNE CR USED WITH A LOW SPEED ADJUNCT 

CATA LINE CONCENTRATOR SYSTEM - CATA-PHCNE - PRIVATE LINF - El A ANC CIRECT NEUTRAL INTERFACE TERMINAL S 
T ATICNS - M 3 3 £ M35 SElF-CCNTA INEC LCGIC SETS 
CCMMLNICATIONS DISPLAY - TERMINAL 
CLUSTER CCNTRCLLER - TERMINAL 

MODEL 37 CLTLYING STATICNS FCR 85A2, 86A2 ANC 86B2 DATA SELECTIVE CALLING SERVICES 

TELETYPEWRITER SETS AND STATICNS CATA SPEEC (R) 4JKSR ANC RO 

TELEPFCNF 80CTHS 10 ANC 11 TYFE ANC CONVERSION TC KS-19340 TYPE 

KS-14611 TELEPHONE BOCTH ANC ACCESSORIES 

DIRECTORY SHELVES. TABLES ANC CABINETS 

SHELVES - 15 TYPE 
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16 

457.110 
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7 
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REPAIR RETIREMENTS (CCNT) 

TELEPHONE WIRING, BCCTHS AND SIMILAR MOUNTING ARRANGEMENTS 
SHELF - 20 TYPE 
MOUNTING - KS-167C5 

KS-16797 TELEPHONE BOOTH ANC ACCESSORIES 

BOOTH EQUIPPING, COIN TELEPHONES ANC SIMILAR APPARATUS 

KS-19206 TELEPHONE BOOTH ANC ACCESSORIES 

KS-192C7 - LIGHT ANC BLCWER UNIT 

KS-19267 - SHELF - (COIN TELEPHONE I 

KS-19340 TELEPHONE BOCTH ANC ACCESSORIES 

K S-IS442 TELEPHONE BOOTH ANC ACCESSORIES 

K S-19426 - MOUNTING ANC ACCESSORIES 

KS-19425 ANO KS-19580 - TELEPHONE BOOTHS ANC ACCESSORIES 
COIN RECEPTACLES AND CCIN RECEPTACLE COVERS 


457.210 15 CASH COMPARTMENT DOORS FOR CCIN COLLECTORS ANC CCIN TELEPHONE SETS 

457.214 13 CCIN CHUTES - STAINLESS STEEL TYPES FOR MULTISLCT CCIN COLLECTORS 

457.220 2 COIN COLLECTORS -MULTISLOT TYPES - CONVERSIONS TO PULL BUCKET RETURN CHUTE 

457.223 9 MULTISLOT COIN COLLECTORS - HANOSET TYPES - CCNVERSICNS FOR USE INNETWORK CIRCUIT 

457.224 S COIN COLLECTORS - CONVERSIONS TO 156, 157, ANC 158 TYPES 

457. 220 4 CCIN CCLLECTORS,MULT ISLCT TYPES, CONVERSION TO SLOW RELEASE CCIN RELAYS 

* 457.229 22 SINGLE-CCIL. SLGN-RELEASE CCIN RELAYS 

457.221 13 CHLTE ASSEMBLY -SINGLE-SLCT CCIN TELEPHONE SET 

* 457.232 7 CHASSIS UNIT ASSEMBLY - SINGLE-SLOT COIN TELEPHONE SET 

457.233 10 TOTALIZER ASSEMBLY - SINGLE SLCT COIN TELEPHONE SET 

457.234 4 COIN COLLECTORS-CCNVERSICN TC INTERNAL RINGER ANC NETWORK ASSEMBLY 

457.235 2 CIAL TONE-FIRST CONVERSION - COIN TELEPHONE - SINGLE SLOT TYPES 

457.236 2 CCIN COLLECTORS - MULTISLCT TYPES DIAL TONE FIRST CCNVERSICNS 

457.3CI 2 CIRECTCRY HANGERS, FASTENERS ANC SHELVES 

457.501 3 SIGNS - ENAMELED-METAL AND REFLECTCRIZED-METAL TYPES 

457.502 2 SIGN - TELEPHONE, FLUORESCENT 

457.5C3 6 SIGNS, LIGHTED - KS-16422 ANC KS-19322 

* 470.001 13 ELECTRONIC EQUIPMENT ANC APPARATUS - GENERAL REQUIREMENTS 

472.005 4 TR 303 (PAGEMASTER ) AND TR3C8 TYPE (BELLBCY I - RACIC RECEIVERS 

472.011 2 MOBILE TELEPHONE CONNECTING CABLES 

472.012 3 55A RADIO RECEIVER AND ACCESSORIES (8 TYPE BATTERY CASE, 32 TYPE RECTIFIER AND 215 TYPE SELECTORS) 

473.001 3 SELECTOR SET NC.106A - AND VS1 SELECTOR PANEL 

473.002 2 41A ANC 42A CCNTRCL UNITS 

473.006 7 47-TYPE CCNTRCL UNITS 

473.OCT 3 VJ01 ANO MG-VJB2 JUNCTION BCXES 

473.014 2 PORTABLE RAOIC - LCW PCWER TRANSMITTER-RECEIVER - HALL I CRAFT ER LITTLEFONE HT-22 TYPE 

473.015 1 PORTABLE RADIO-LCW-POWER TRANSM ITTER-RECEIVER-INCUSTRIAL RADIO COMPANY(PAK-FONE) 

473.019 4 SCANTLIN SEI-1315 SELECTOR (KS-16650) ANC 1315-J LISTS 1* 2 ANC 3 JUNCTION BOXES 

473.021 l PORTABLE MICROWAVE RAOIC EQUIPMENT - RCA TYPE TTR-1C AND TRR-1C 

473.022 1 MARITIME MOBILE RADIO - GENERAL ELECTRIC PROGRESS LINE JA/E33WE ANC J133WE 

473.023 4 MOBILE RACIO TELEPHONE - TRANSMITTERS ANC RECEIVERS 

473.024 2 DIGITAL DECODERS - SECCCE RPC-8C1 ANC RPC-825WE 

473.026 2 KS-15609, LIST 2 - MJ MTS MOBILE SUPERVISORY UNIT - (MOTOROLA) 

473.027 1 CONTROL UNITS - MJ MOBIL TELEPHONE SYSTEM KS-15626 LI ANC KS-19627, LI 
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474.C*4 
474.0*6 

474.7*6 
474.027 
474.0*8 
474.0*8 
474.C40 
474.041 
474.042 
474.043 
474.044 
474 . 048 
474.046 
474.067 
474.048 



- REPAIR REQUIREMENTS CCCNT) 

1 M J MOBILE RADIC TELEPt-CNE SYSTEM - RACIO TRANSM ITTER-RECEIVER - KS-1S6J9 (MOTOROLA) 

2 SIGNAL GENERATORS - MEASUREMENTS CGRPORATICN - MODELS 80, 80P AND M-360 

3 VACUUM TUBE VCLTME TFRS - HEWLETT-PACKARC CCMPANY - MCCELS 40CA ,4CCC, ANC 4CCD 

6 FREQUENCY METERS - LINK 2051 TYPES - BUDELMAN 17A TYPES AND RCA CX6A1 

2 ATTENUATOR - 5A 

5 TRANSMISSION MEASURING SET - 13A 

3 CSCILLATCR - ISC 

2 TEST SET - MOTOROLA P-P531-A 

4 NOISE MEASURING SET - 2B 

2 TWO TONE OSCILLATOR - KS-1C361 

2 OSCILLATORS - HEWLETT-PACKARD COMPANY-MODELS 200C, 23JCD, ANC 200H 
4 2iA TRANSMISSION MEASURING SET - (J94021A) 

4 VIDEO MONITORS KS-5799,LI S7S 1, 2, AND 3 (7-INCH) - KS-15654, LISTS 1 ANC 2 (12-INCH) 
4 2M REPEATER SWITCHING SET (J940J2M) 

1 2N GRCLP UNIT SWITCHING SET (J94C02N) 

3 M 5 A ANC M9R MFTFRS - KS-8455 AND 89A TEST SETS 

4 TUHE TESTERS - KS-5727, KS-15559, KS-1656J ANC KS-15750 LIST 1 

2 TUBE TEST SETS - 2K AND 2P - (J94C02K ANC J94002P) 

1 FILTER - 5 C 6 fi 

3 2J RFPFATtR TEST SET - (J94J02J) 

2 TRANSMISSION MEASURING SET - 7A 

3 MEGACYCLE METERS - MEASUREMENTS CCRPCRATICN - MCCELS 59 ANC 59 UHF 

4 SIB ANC 461C SIGNAL GENERATORS (J64061P. ANC C) 

8 CARR IER-FRFOUENCY VOLTMETERS - KS —15538, LIST 1, 2, 2, 4, 5, ANC 5A 

4 E-REPFATER TEST SET, J5E612F 
! REPEATER TFST SFT - J94CJ2G 

5 CSC ILLCSCOPES - KS-1F512, LISTS 1 THROUGH 5 

* VOLT-OHM-mILLIAMmfTER - SIMFSCN MCC6L 2fcC 

7 CUMCNT OSCILLOGRAPHS - 3C4A ANC 334H 

3 7 C A ANC 7 Cfi POWER METERS - (J64C70A ANC P) 

6 TELEGRAPH TRANSMISSION MEASURING SET - 164C TYRE 

* AC ELECTRONIC VOLTMETER - EALLANTINE 

1 UK TUER TEST SFT - J64CC1AK 

7 2A STGNALING TFST SET-(J647 3CAI 

2 IR ANC 1AC TUeE TEST SETS - (J6 4CC1R) ANCAC 

1 VOLT-MILL l AMMETER -KS-8C39 

1 CHMMFTRR - KS-E34C 

3 VCLT-CHV-MLLIAMMETERS-KS-.4510 ANC TRIPLETT MCCEL 630 

1 CHANNEL UNIT TEST STAND - J9P705M 

2 1A SIGNALING TEST SFT - (JS4727) 

7 PULSE REPEATING TEST SET - JC4722A 
2 TEST SFT - 72A 

1 161 A L - TELFGRAFH STATION TFST SET - (J70C43A) 

2 CONTACT CLOSURE TFST SFT - J94724A 

! 2AA MILLIWATT REFERENCE SET - (J94002AA) 

4 72A FREQUENCY METER - (J64C72A) 

2 CATHODE-RAY CSCI LLCGRAPH - CLMCNT TYPE 224A 
i TEST SET - KS-12C54 
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474.C45 1 

474.C50 6 
474.051 2 
474.053 1 
474.0^4 2 
474.055 1 
474.C56 3 
474.C57 2 
474.054 2 
474.055 4 
474.060 2 
474.061 2 
474.062 1 
474.C6-* 1 
474.064 3 
474.065 1 
474.C66 ? 
474.067 3 
474.068 1 
474.C69 12 
474.070 1 
474.C71 2 
474.C7? 1 
474.C73 2 
474.074 3 
474.075 3 
474.076 27 
474.C77 1 
474.078 l 
474.C79 1 
474.C80 4 

474.C81 1 
474.082 l 
474.083 1 
474.084 2 
474.CE5 2 
47 4.C 8 6 1 
474.OPT 3 
474.088 1 
474.C89 1 
474.090 1 
474.091 1 
474.092 2 
474.093 1 
474.094 1 
474.C55 1 
474.096 1 



REPAIR RECUIREMEMS ICCNTI 

MOTOFCl A P-81CC 1EST SET 
PULSING TEST SET - J34717A 
MERCURY RELAY TEST SET - J54725A 
CCNTRCL SET - J64717 

33A TRANSMISSION MEASURING SET - (J64033AI 
20 SINGING POINT TEST SET - (J94C020) 

TRANSMISSION MEASURING SETS - J64C34A ANC J68769Y 

FREQUENCY AND MODULATION METERS - GENERAL ELECTRIC 4ST-13A ANO 4ST13A-WE 
1 AH TUEE TEST SET - (J640C1AH) 

3 7B TRANSMISSION MEASURING S ET-(J64037BI 
COLD CATHODE TUBE TEST SETS - J24754A ANC J94731A 
AUXILIARY TEST PANEL ANC TELEPHONE SET - J68649C 
SELECTOR TEST SET - JS47C6A 

VACUUM TLBE VOLTMETER - MEASUREMENTS CORPORATION - MODEL 62 
VACUUM TUBE VOLTMETERS - HEWLETT-PACKARD COMPANY - MODELS 4iOA,ANC41CB 
REPEATFR ACTIVITY TEST SET - J68825A 
TEST SET FOR TIMING TESTS - J24753A 

7 3A ANC 73B MILLIWATT POWER METERS - (J64073A ANC J64073e) 

57A TEST SET 

A PILOT INDICATOR - IJ64CC2A) 
lAM POWER SUPPLY (J640C1AMI 

TRANSMISSION MEASURING SETS - 31A ANC B - (J64C31) 

TRANSMISSION MEASURING SET - J64C30A 
OSCILLATOR - 17B 

VOLUME INDICATOR - NORTHERN ELECTRIC MCCEL R18568B 

VOLUME INDICATORS - KS-16652, KS-16653, KS-16654, - 752, 753, AND 754 TYPES 
A PILOT INDICATOR - CJ64CC7A) 

51A CSC ILLATCP - (J64C51A) 

3 5 A ANC 0 TRANSMISSION MEASURING SETS - (J64C35A ANC B) 

IAL POWER TEST SET - J640C1AL 

53A MOBILE OSCILLATOR, J64C53A, LISTS 1, 2 ANC 3 (CCNSISTING OF THERMOCOUPLE PANEL) J86221A RECTIFIER, 

25 TYPE OSCILLATOR, ANC KS 13388 ATTENUA TOR 

TEST SETS - GENERAL ELECTRIC 4EX1C1 ANC 4EUC2 

VOLT-OHM-MILLIAMMETER -KS-14234 

CATHCOE-RAY OSCILLOGRAPH - CLMCNT TYPE 2C8 

5 2A OSCILLATOR - (J64C52A) 

VOLTMETERS - WESTON TYFE 531 
PER CENT BREAK METER - KS-7361 
THFRMISTER CCNTRCL SETS - J6E839A ANC J68839e 
ANALYZER - WESTON MODEL 779 

KS-14959 TEST SET* AND LEEDS ANC NCRTHRUP 543CA TEST SET 
63A SIGNAL GENERATOR - (J64063A) 

1U AMPLIFIER - RECTIFIER - IJ640Q1U) - (MODIFIED FOR USE IN 406 MOBILE TRANSMISSION MEASLRING CIRCUIT) 
32A TRANSMISSION MEASURING SET (X66C65A ANC J64032A) 

KS-5472, LIST 2 AND KS-5472-01 LIST 12 - 1C00 CYCLE MACHINES 
OSCILLOSCOPE - KS-15586, LIST 1 

SIGNAL GENERATORS - FERRIS INSTRUMENT COMPANY - MCCELS 220 ANC 22CS 
FM MODULATION MONITORS - DOOLITTLE RADIO FC-9 ANC FC-9B ANC JAMES KNIGHTS FD-12 
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474.C97 
474.C99 

474.100 

474.101 

474.102 

474.103 

474.104 
474.1C5 
474.1C6 
474.1C7 
474.1CB 

474.110 

474.111 

474.112 
474.1 1 3 
474.114 
474.1 1 *5 
474. 1 16 
474.118 
4 7 4. i 1 Q 

474.120 

474.121 

474.122 
474.1 
474.124 

474.128 

474.129 
474.1 ?0 
474.’21 
474.1 ” 
474.1’4 
474 . 3 ” 
474. 1 -»fr 
474.1 ->7 
4 7 4 . 1 7 R 
474.141 
474.14? 

4 7 4.1 4'’ 
474.144 
474.146 
474. 14« 
474.149 
474. 150 

474.151 

474.152 
474.1*3 

474.154 

474.155 


- REPAIR REQUIREMENTS (CCNT) 

1 OSCILLATOR - 27A 

1 OSCILLATOR - 11A 

2 OSCILLOSCOPE - KS-15B69 

3 NOISE GENERATORS - 2C1A AND 2C1B 

2 56A OSCILLATOR - (J64356A) 

l 3CA LEVEL DISTRIBUTION REGISTER 

3 C SC IL LC SCOPE - KS-163C5 

1 2 T MAINTENANCE CENTER - TEST SET - J94002T 

1 OSCILLOSCOPE - HEWLETT-PACKARD - MODEL 130A 
1 5L SERVICING CENTER TEST SET - (JSe7C5U) 
l ECHO SUPPRESSOR TEST SET - J68605M 

1 TRANSMISSION MEASURING SYSTEM - J64047A - (J64047BI SENDING UNIT AND J64047C RECEIVING UNIT 

3 J5E7C7F. LIST 1 TEST SET 

1 TEST SETS - 1 6 5 A 1 (J7CC93A1 - 165A2 (J7C093B1 
5 165B1 TEST SET - (J7CCSBA1 

1 SCANTLIN MODEL 2225 - TEST SET 

2 TEST SETS - KS-5785 AND J9E702E 

4 44 A TRANSMISSION MEASURING SYSTEM - (J64C44A1 

1 3A PULSE-GENERATING TEST SET - (J94732A ANC JS4722E1 

1 PULSE REPEATING TEST SET - J34720A 

1 M ICRCMHOS METER CALIBRATOR - KS-I5840, LIST 1 

2 FREQUENCY ANALYZER - 4A 

2 LINE FINDER ANC TRUNK FINDER TEST SET J34718A, LIST 1 ANC LIST 2 

5 54 A TRANSMISSION MEASURING SET - (J99254A1 

1 PORTABLE AC VCLTAGE TEST SET - J6P6C2AH 

4J8 MOBIL TRANSMISSION MEASURING CIRCUIT - (J64C40B) 

1 DEVIATION REGULATOR TF ST SET - J58703AF 
1 CAPACITY UNBALANCE SET - 4A 

5 ELECTRON TUBE TESTCR - KS-15874 LIST 1 

1 CCNT POL TEST SETS - J64703A, J647U3B. ANC J64710A 

2 FREQUENCY CALIBRATOR - J68345F 

2 REGISTER TEST SET-J247C6A 

8 2A ANC 33 NJISE MEASURING SETS - (J94003A ANC J94002E) 

’ M CARRIER FAILURE INDICATOR - H-327-73C 

1 VOLUME INDICATOR - KS-16751 

1 LOOP TF S T SET - JSE7D5T 

3 LINE INSULATION TEST EQUIPMENT - H-297-421, LISTS 1. 3, ft ANC 7 

5 2 2 A MILLIWATT REFERENCE METER-(J94022 A 1LI ST 1 ANC LIST 2 

5 71 A, B, C AND F MILLIWATT REFERENCE GENERATORS - (JS4C71I 

3 54C RETURN LCSS MEASURING SET - (J99254C) 

2 RCA VCLTCBMYST WV-S7A ANC WV-98A 

4 SA VI CEO DISTORTION METER - (J643C9A) 

1 AUXILIARY TEST SET - J94G02AB, LIST 1 

1 TELEGRAPH SIGNAL CONDITION INDICATOR SCI-1 

7 933 SERIES DATA TEST SET-J799J3(903A £ BIS 63-BIT WCRC GENERATOR-X-67945MA 

3 7CA SPECTRUM GENERATOR - (JS4C7C) 

l CB METER - KS-79E5 

3 MODELS 4 ANC 4A TRANSMISSION TEST SETS (NORTHEAST ELECTRONIC CORPORATION! 
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474.170 
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474.174 

474.175 

474.176 
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474.179 
474.181 

474.183 
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474.188 

474.189 
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474.191 

474.192 

474.193 

474.194 

474.195 

474.196 
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474.202 

474.203 

474.204 

474.205 

474.206 

474.207 
474,2C8 

474.209 

474.210 


4CC - REPAIR RECUIREMEMS (CCNTI 

l STELMA TELEGRAPH CARRIER TEST SET - MODELS TCTS-1, TCTS-1R, ANC TCTS-1P 

1 1163 - TYPE FM DEVI ATICN PETER - RACIC SPECIALTY MFG CO 

1C 5C2-SERIES CATA TEST SET (J79902A ANC 81 - X-67945MB DISTORTION MEASURING AND ERRCR CETECTCR SET 

4 REPEATER SWITCHING SET J9e7C3BD 

2 16 6A 1 STATION TEST SET I J7C141 A , L IST 1,2,4 ANC J7C14ie LIST 1» 

6 74A LCCP CHECKER - IJ94C24AI 

2 NORTHEAST ELECTRONICS CORPORATION - MEASURING SET (MODEL TTS 281 

3 SOI SERIES DATA TEST SFT (J79901A ANC 8! 

1 DISTORTION MEASLRING SET ATLANTIC RESEARCH CORF. CMS-1A 

5 l75A ADAPTER AND 113A TEST SET 

4 J9871CF - FAULT LOCATING SET 

1 THERMO VOLTMETER - MICRCAMMETER - WESTON MODELS 622 

1 VOLT-OHM-MILLIAMMETER -KS-16979 

2 KS-15946, LIST 1 TOTALIZER TEST SET 

1 TUT CATHODE ACTIVITY TEST SET - (J68404F1 

8 64 and 6E IMPULSE COUNTERS-! J94306A ANC J94CC6E! 

4 ERROR DETECTING SET J9E71CG, Ll 

3 N2 SWITCHING SET (J99272UI 

3 JS 871 OH - REPEATER TEST SET 

l CTS-1 RADIOTELEPHONE TEST SET - AC SPARK PLUG CIVISICN 

7 2 3A, 2 2B AND 23C TRANSMISSION MEASURING SETS - (J94C23A, J94C23e ANC J94023C) 

T 1AP TRANSMISSION COMPARING SET - (J64001API 

1 METERING TEST SET - IJ684C4C) 

2 5C7A CATA TEST SET - (J799C7A LIST 1) 

1 122AP OSCILLOSCOPE - HEWLETT-PACKARD - (J79934R, LIST 81 

1 KS-16574 TEST SET 

1 ELECTRONIC VOLTMETER - TYPE KS-19257 

1 AUDIO OSCILLATOR - TYPE KS-19258 
1 ELECTRONIC COUNTER - TYPE KS-19247 

3 36A VICEO VISUAL GAIN AND DELAY CISTCRTICN MEASURING SET- (J64C36AA TRAN EMITTER!-!J64C36AB 

RECEIVER I 

1 METERING TEST SETS - J6E4C4T 

1 VOLTMETER - KS-1S178 

1 DPMS-I OATA PULSE MEASURING SET - (ATLANTIC RESEARCH CORP.I 

6 248 ANC C LOOP CHECKER GENERATORS-(J94024B ANC J94024C! 

1 KS-15E72 SPECTRUM ANALYZER 

1 LOGIC CIRCUIT TEST SET -(J79SC8AI 

2 6CA CCNTRCL UNIT 

2 IF FRECUENCY METER - J68345J 

1 LINEARITY TEST SET - J68337C ANC G 

l INITIATOR TEST SET - J68345K 

l RF SWEEP OSCILLATOR - (J6834CH! 

1 IF SWEEP OSCILLATOR - J68345B 

2 RF SWEEP OSCILLATOR - (J66345C) 

3 N2 TFRMINAL TEST STAND - (JG9272AH) 

l ATTENUATOR - KS-14447, LIST 10 

1 J63337E IF FRECUENCY METER ANC IF CE ECTCR,LISTS 1,2,3,4, ANC 5 

1 ATTENUATORS - KS-14190, KS-14191 
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4CC - REPAIR REQUIREMENTS (CCNT) 

2 J99297 • TCLCH-TCNF '-STATION TEST RECEIVER 

3 36R VIDEO VISUAL GAIN AND DELAY DISTORTION MEASURING SET - (J64036eA TRANSMITTER ) - (J64C368B RECEIVER) 

3 KS-19260. LI AND L4 OSCILLATORS 

2 FCWER MEIERS - (J6834CE AND M 
1 5 8 AN PORTABLE OSCILLATOR f J66859AN I 

1 KS-IS433 - TEST SET 

1 IF MAIN AMPLIFIERS - J6823CA, LISTS 1 ANC 2 

2 PILOT FILTER SET - J68E58AT 

2 NT SWITCHING SET - (J993CCAL1 

3 N3 TERMINAL TEST STAND - (J99300AW) 

1 GERTSCH FREQUENCY METER - MODEL FM-7 

1 5A NOISE WEIGHING SET - (J64CC5A1 

2 6G WIDEBAND NOISE MEA SLR ING SET - (J94006G) 

2 PEAK READING DEVIATION METER - (GERTSCH MOCEL CM-3) 

3 KS-1S353. LI OSCILLATOR 

4 2 5A VC ICE0ANC GAIN ANC DELAY SET - (J94025A) 

1 IF DETECTOR - J66345H 

1 CONTROL PANEL - J66’33F 

3 9 C 8A ANC S C 50 DATA TEST SET-(TELETYPE CCRP.) 

1 RECEIVER CCNTRCL UNIT - (J68330B) 

1 SIGNAL INS=RTF»S - J6B333B ANC J68233F 
1 If DIRECTIONAL CCUPLER - J68333C 

1 TS=T SET - TS 1 - (TELETYPE C.CRFCPAT ICNI 

2 TEST SCT-TS 2< TELETYPF CORPORATION) 

2 27A f, 2 7 3 PAR METER MEASURING SET-IJ94C27A t J94C27B) ANC J94027P LIST 2 CALIBRATION NETWORK 

1 PM T P S T S c T - J60337F 

2 DATA TES1 SETS - 911A, B, C, D - (J799U) 

1 1.F BRIDGING AMPLIFIER - J68349F 

? LIMITER AMPLIFIER Jfc a 3?6F 

2 LIMITFP lETECTCR (J d 8 3 3 6 H) 

3 2: A ANC ESA GATE 

» = 12A DATA TEST SET - (J7=912A1 

1 OSCILLATOR - KS-19353, L4 

1 -OF-rMFT prECFOENCE WINK SIGNAL TEST SET - J 5 3 04 2 
l IF S wFr 3 OSCILLATOR - J68340C 

1 MICROwAVR GENERATOR - JE833CG 

2 CLRRFNT CONTROLLED OSCILLATOR - K S-19 39 7 

3 1130 TEST SET 

i IFSTING A\0 MONITORING CIRCLIT - J9B61’AY 

1 N2 RFPEATER SWITCHING SET (J==32.S1 

1 91 3A DATA TEST SFT - (J79913A) 

2 tF AND 6PR. VOICEBAND NOISE MEASURING SETS-(J94CC6F AND FRI 

1 2 3 B AND 2 5 B R VO ICF 0AND GAIN AND DELAY SET(J94C25B AND J94C25BR) 

2 6H AND 6HR IMPULSE CCLNTEP(J94CO6H AND J94CC5HR 1 

1 TL RADIO PORTABLE TEST SFT-J = 9262 A A 

1 TELEGRAPH CARRIER ^sT SET-KS19935 

2 J 6 0 3 5 2 A 1 TRANSMITTER-RECEIVER TEST SET (TC-3• 

2 JEB352C-1-IF AMPLIFIER UNIT 
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* 480.060 3 
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REPAIR RETIREMENTS (CCNTI 

J-693920-1-ATTENUATCR,JACK,AND MARKER OSCILLATOR PANEL 
J-633S2E-1-SWEEP CCNTRCL PANEL 
J-68392F-1-IF DETECTOR UNIT 
SIGNAL GEN6RATCR-KS-2C146 
DISTORTION CETECTOR-KS-20147 

SLA,8, 6 E AUTOMATIC TRANSMISSION MEASURING SYSTEM - J94051A,8,C,E - CIRCUIT PACKS 
26A MICE3AN0 GAIN AND DELAY SET (J94026A! 

9148 CATA TEST SET-IJ799148I 
27C PAR METER CENERATCR-IJ94C27CI 
27F PAR METER GENERATOR-!J94C27EI 

23 SIGNALING TEST SET-!J64730B> 6 PULSE REPEAING ADAPTER(J64730CI 
KS-19763 TV hAVEFCRM CSCILLCSCCPE 
KS-1963 3-TV PICTURE MCMTCR 
KS-205C1 RETURN LOSS MEASURING SET 

6 J AND 6 K PICTLREPHCNE (R) NCISE MEASURING SETS - J940J6J 'AND J94006K 

KS-2C5 38 - METER !VOLT-CHM MILL I AMPERE I 

CATA SETS J104C1A, J1C3C1E • AND CATA SET 4C1A1 

DATA SET 401 - TYPE RECEIVERS - (J1C401B, F, AND J> 

CATA SETS 601A, 601A1, 6C1A2 AND CATA SETS 6018, 60 iei, ANO 601B2 
CATA SET 202 7YPE-TRANSMITTER-RECEIVER-!J1C202A ANC J1C2C2B) 

CATA SET 201 TYPE-TRANSMITTER-RECEIVER 
J70148 - PLUG-1N ELECTRONIC UMTS 
CATA SETS - 1C1 TYPE - 1J1C1C1I 
CATA SET 4C2A TYPE TRANSMITTERS 

DATA SET 3318 - TRANSMITTER - RECEIVER - (J1C301BI 
CATA SET 1038 - (J1D103B) ANC J87239A, 8 RECTIFIER 
CATA AUXILIARY SETS 801C1, EC1C2-At TCM AT I C CALLING UMTS 
CATA SETS 6 32A (ALL LISTI AND 602Al-TRANSMITTER-RECE IVER 

DATA AUXILIARY SETS 8C1A1, 801A2, 801A3, ANC 801A4 FCR AUTOMATIC CALLING UNITS 

DATA SETS 6C3A 

CATA AUXILIARY SET-e04B 

CATA SETS J1D1C3A, 103A1, ANC 103A2 

CATA AimiARY S ET S-804 A1,80 4A 2,804 A3,804 A4,804 A 5,8 04 A6,804 A 7 C 804AE 
DATA SETS 105A TYPE, CIRCUIT PACKS ANC RECTIFIER (JE7240B, LIST 1> 

CATA SETS - 402C TYPE 

CATA SET 1C3F TYPE ANC JE7239A ANC e RECTIFIERS 
CATA SET 202C/202D TRANSMITTER RECEIVER 
CATA SET-TYPE 4020 

DIGITAL CATA TRANSMITTER JIGCGCBG ANC DIGITAL CATA RECEIVER JIGOOOeG 

APPARATUS UNITS AND TELEPHONE SETS - DATA AUXILIARY 

CATA SET 135C-1 CIRCUIT PACKS, ANC RECTIFIER J87240A, B, ANO L 1 

DATA SETS 205A AND 205C TRANSMITTER - RECEIVER ANC CATA UNIT 4A 

CATA SET - 404A TYPE 

CATA SETS - 401H TYPE 

CATA - 401E2, 401E3, 401E4, ANC 401E5 

DATA SET 4CIJ TYPE - RECEIVERS 

DATA AUXILIARY SETS 8C6A SERIES 

CATA SETS 603e 
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480.1C7 

* 480.114 

480.115 

480.116 

480.117 
4«J. 1 18 

* 480.119 

* 480.120 

* 480.1?2 


- REPAIR RECUIREMEMS (CCNTI 

1 CATA SET 103 TYPE 

3 CATA SET 6C3D 

4 CATA SETS 6C2C 

2 CATA AUXILIARY SET-801A5 AND 801A6 FCR AUTOMATIC CALLING UNITS 

1 CATA AUXILIARY SETS - 816 TYPE 

3 CATA SETS - 1C8A, B, ANC C 

2 DATA AUXILIARY SETS 801C3.801C4 ALTCMATIC CALLING UMTS 

1 CATA AUXILIARY SET eilC 

2 CATA AUXILIARY SET - 82CC ANC e2CE - AB16. AR17, ANC AR430 CIRCUIT PACKS 

1 CATA SETS 2Q7A, B, C 

1 CATA AUXILIARY SET 811B TYPE 
1 31 A PC WE R UNI I 

1 CATA SET 10 3A 3» 1C3A3, 103E5, 103E6, 133H ANC 1C3G TYPES 
1 CATA COUPLER - 1C01B TYPE 
1 CATA COUPLER- 1C C CS TYPE 

1 CATA C0UPL5R-1CCCA TYPE 

1 DATA COUPLER - 1C01A TYPE 

1 CATA SET 113A TYPE 

1 DATA SET 1130-L1 

1 CATA SETS - 4C1 M TYPES 



